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Catalogue of Public Documents 


Printed During the Month of June, 18096 


Congress of United States 


(Fifty-fourth Congress, first session.) 


Congressional Record, containing proceedings and debates of 54th Con- 
gress, Ist session, v. 28, pts. 2 and 3 [Jan. 27-Mar. 20, 1896]. p. 1009- 
3008, 4° 

Nore.—In this permanent bound edition the paging varies from that of the 
daily numbers, as the text is printed continuously without break. 

Congressional Record, 54th Congress, Ist session, v. 28, no. 144-155; 
June 1-30, 1896. p. 6457-7170, 4° 

Notre.—The Congressional Record, containing the proceedings and debates of 
Congress, is issued daily when Congress is in session, and indexes thereto are 
published semimonthly. Congress adjourned June 11, but two numbers ‘of the 
Record, containing speeches, were issued June 13 and 30. The Record is sold by 
the Public Printer on the following terms: Single copy, 3c. if not more than 24 pp., 
and lc. more for each additional 8 pp.; per month, $1.50; per short session, $4.00; 
per long session, $8.00. (The recent session, the first of the 54th Congress, was a 
long session.) 

Same, index [including history of bills and joint resolutions] no. 13, 
[to] no. 139-154; May 25-June 13, 1896. 61 + 53 pp. 4° 

Memorial addresses on Alfred Holt Colquitt. 1895. 112 pp. 1 por. 
(Senate Mis. Doc. 153, 53d Cong. 3d sess. ) 40c 

Memoria] addresses on George Bullen Shaw. 1895. 81 pp. 1 por. 
(House Mis. Doce. 81, 53d Cong. 3d sess.) 

Tariff acts passed from 1789 to 1895, including all acts, resolutions, 


and proclamations modifying those acts; compiled by William H. 
Michael and Pitman Pulsifer. 1896. 588 pp. (Senate Doc. 219.) 60c¢ 


LAWS 


Alabama River. Act to authorize construction of bridge across river by 
Mobile and Ohio Railroad Company. Approved June 11,1896. 1p. 
(Public 209.) 

Alaska. Act to amend act for protection of salmon fisheries of Alaska. 
Approved June 9, 1896. 2 pp. (Public 190.) 

Alcohol. Act to repeal sec. 61 of [tariff] act of 1894 [giving rebate of 
_ on alcohol used in arts]. Approved June 3, 1896. 1p. (Pub- 

ic 171.) 

Aleshire, Mary L. Act to increase pension of Mrs. Aleshire. Approved 
June 6, 1896. lp. (Private 160.) 

Allegheny River. Act to authorize Butler and Pittsburg Railroad 
Company to construct bridge across river. Approved June 11, 1896. 
2pp. (Public 210.) 

Andrews, Henry V. Act to pension Andrews. Approved June 3, 1896. 
lp. (Private 142.) 
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Applegate, William T. Act toincrease pensionof Applegate. Approved 
June 6, 1896. 1p. (Private 166.) 

Appropriations. Act making appropriations to supply deficiencies, 1896 
and prior years. Approved June 8, 1896. 53 pp. (Public 188.) 
—- Act making appropriations for sundry civil expenses, 1897. Ap- 

proved June 11, 1896. 47 pp. (Public 213.) , 

Act making appropriations to supply deficiencies in appropria- 

tions for expenses of House of Representatives, and for other pur- 

poses, 1896. Approved June 11, 1896. Llp. (Public 216.) 

Arizona, Act amending and extending provisions of act approving 
with amendments the funding act of Arizona, and act amendatory 
thereof. Approved June 6, 1896. 1p. (Public 184.) 

Bailey, Henry H. Act to remove charge of desertion against Bailey. 
Approved June 6, 1896. 1p. (Private 178.) 

Barrett, Hannah Newell. Act for relief [by pension] of Mrs. Barrett. 
Approved June 6, 1896. lp. (Private 157.) 

Beall, Elizabeth T. Act to increase pension of Mrs. Beall. Approved 
June 6, 1896. Ip. (Private 156.) 

Besler, John B. Act granting honorable discharge to Besler. Approved 
June 8, 1896. lp. (Private 190.) 

Betts, Juliette. Act for relief [by pension] of Miss Betts. Approved 
June 3, 1896. ip. (Private 149.) 

Bliss, Fort, Tex. Act to grant right of way through new Fort Bliss 
military reservation to E] Paso and Northeastern Railroad Company. 
Approved June 10, 1896. 1p. (Public 206.) 

Brewer, Thomas. Act to pension Brewer. Approved June 6, 1896. 1p. 
(Private 179.) 

Brown, Elvin J. Act to increase pension of Brown. Approved June 6, 
1896. lp. (Private 175.) 

Brown, Jerusha H. Act to pension Mrs. Brown. Approved June 8, 
1896. 1p. (Private 191.) 

Brown, Lue R. Act to increase pension of Mrs. Brown. Approved June 
6, 1896. 1p. (Private 171.) 

Cahaba River. Act to authorize construction of bridge across river by 
Mobile and Ohio Railroad Company. Approved June 11, 1896. 3 pp. 
(Public 208.) 

Cash, Emily E. Act to increase pension of Mrs.Cash. Approved June 
9,1896. lp. (Private 198.) 

Cheese. Act defining cheese, and imposing tax upon and regulating 
manufacture, sale, importation, and exportation of filled cheese. 
Approved June 6, 1896. 4 pp. (Public 182.) 

Cogswell, Wilbur F. Act to increase pension of Cogswell. [Became 
law by limitation of time, June 5, 1896, without approval.] 1 p. 
(Private 154.) 

Colwell, Annie E. Act to increase pension of Mrs.Colwell. [Became 
law by limitation of time, June 1, 1896, without approval.] 1 p. 
(Private 138.) 

Courts. Act changing time for holding circuit court of United States 
at Hartford. Approved June 10, 1896. 1p. (Public 191.) 


Act to change time and places for district and circuit courts of 
northern district of Texas. Approved June 11, 1896. 2 pp. (Pub- 
lic 215.) 

Cray, Mary. Act to increase pension of Mrs.Cray. Approved June 6, 
1896. lp. (Private 159.) 








Customs. Act to expedite delivery of imported parcels and packages 
not exceeding $500 in value. Approved June 8, 1896. 2 pp. (Pub- 
lic 186. ) :; 
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Dalton, John. Act to pension Dalton. Approved June 3, 1896. 1 p. 
(Private 145.) 

Davenport, Mary F. Act to pension Mrs. Daverport. Approved June 
3,1896. 1p. (Private 141.) 

Detroit. Joint resolution authorizing bronze tablet on Government 
building in Detroit. Approved June 10, 1896. 1p. (Public Res. 
5d. ) 

Dillon, Catharine. Act to pension Mrs. Dillon. Approved June 6, 1896. 
1p. (Private 167.) 

District of Columbia. Act to amend laws of District as to married 
women, to make parents the natural guardians of their minor chil- 
dren, ete. Approved June 1,1896. 2 pp. (Public 168.) 

— Act to regulate practice of medicine and surgery in District. 
Approved June 3, 1896. 5 pp. (Public 174.) 

— Act for free public library and reading room in District. Approved 
June 3, 1896. 2 pp. (Public 176.) 

— Act to amend act to incorporate Washington and Great Falls Elec- 
tric Railway Company. Approved June 3, 1896. 6 pp. (Public 
178.) 

— Act relating to sale of gas in District. Approved June 6, 1896. 
2 pp. (Public 180.) 

— Act to authorize Baltimore and Washington Transit Company to 
enter District. Approved June 8, 1896. 4 pp. (Public 187.) 

—— Act to extend routes of Eckington and Soldiers’ Home Railway and 
Belt Railway. Approved June 10,1896. 4 pp. (Public 192.) 

— Act making appropriations for government of District, 1897. Ap- 
proved June 11, 1896. 23 pp. (Public 212.) 

Durley, Williamson. Act to pension Durley. Approved June 3, 1896. 
1p. (Private 146.) 

Dustin, Elmira E. Act to pension Mrs. Dustin. Approved June 6, 1896. 
1p. (Private 177.) 

Employees. Joint resolution to pay officers and employees of Senate 
aud House on day following adjournment. Approved June 9, 1896. 
1p. (Public Res. 54.) 5 

Enochs, Annis H. Act to increase pension of Mrs. Enochs. Approved 
June 6, 1896. 1p. (Private 158.) 

Erie. Actto make Erie a port of immediate transportation. Approved 
June 11,1896. 1p. (Public 211.) 

Ewing, Ellen C. Act to pension Mrs. Ewing. [Became law by limita- 
tion of time, June 2, 1896, without approval.] 1p. (Private 139.) 

Florida. Act to provide for subports of entry and delivery in Florida. 
Approved June 10, 1896. 1p. (Public 200.) 

Fortifications. Act making appropriations for fortifications and ord- 
nance. Approved June 6, 1896. 6 pp. (Public 183.) 


Fruit brandy. Act to amend sec. 3255, Revised Statutes, concerning 
distilling of brandy from fruits. Approved June 3, 1896. 1 p. 
(Public 170.) 

Fueston, Jefferson. Act to increase pension of Fueston. Approved 
June 3, 1896. 1p. (Private 140.) 


Fuller Post. Act to furnish George F. Fuller Post, G. A. R., Manistique, 
Mich., condemned cannon. [Became law by limitation of time, 
June 10, 1896, without approval.] 1p. (Public 205.) 


Gaffney, Catherine. Act to pension Mrs. Gaffney. Approved June 3, 
1896. 1p. (Private 150.) 


Gentry, Nancy. Act to pension Mrs. Gentry. Approved June 6, 1896. 
lp. (Private 181.) 
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Gettysburg. Act to authorize Secretary of War to improve public 
roads within national park at Gettysburg. Approved June 10, 1896, 
lp. (Public 202. ) 

Gibson, Martha M. Act to pension Mrs. Gibson. Approved June 11, 
1896. 1p. (Private 214.) 

Grand Canyon forest reserve, Ariz. Act granting Flagstaff and Can- 
yon Railroad right of way through reserve. Approved June 6, 1896. 
Lp. (Public 181.) 

Greene, Carrie H. Act to pension Mrs. Greene. Approved June 6, 1896. 
lp. (Private 176.) 

Gregg, Harriet C. Act to increase pension cf Mrs. Gregg. Approved 
June 6, 1896. 1p. (Private 174.) 

Hager, George. Act for relief of Hager. Approved June 8, 1896. 1 p. 
(Private 188.) 

Hazlip, Mary E. Act to increase pension of Mrs. Hazlip. [Became 
law by limitation of time, June 8, 1896, without approval.] 1 p. 
(Private 193.) 

Homestead. Act relating to commutations of homestead entries, and 
to confirm such entries when commutation proofs were received by 
local land officers prematurely. Approved June 3, 1896. 1 p. 
(Public 173.) 

Hoover, Francis E. Act to increase pension of Hoover. [Became law] 
June 10, 1896 [by two-thirds vote of each House, without approval]. 
lp. (Private 207.) 

Hull, Ann Catherine. Act to increase pension of Mrs. Hull. Approved 
June 6, 1896. lp. (Private 173.) 

Hurley, James P. Act to increase pension of Hurley. Approved June 
3, 1896. lp. (Private 144.) 

Hyams, Solomon. Act for relief [by increased pension] of Hyams. 
Approved June 6, 1896. 1p. (Private 184.) 

Illinois National Guard. Act disposing of condemned cannon [to Ist 
Regiment, Illinois National Guard]. Approved June 10, 1896. 1p. 
(Public 194.) 

Indians. Act making appropriations for Indian Department and ful- 
filling treaty stipulations with Indian tribes, 1897. Approved June 
10, 1896. 44 pp. (Public 195.) 

Jameson, Julia A. Act to increase pension of Mrs. Jameson. Approved 
June 6, 1896. lp. (Private 182.) 

Jennings, Daniel D. Act to increase pension of Jennings. Approved 
June 10, 1896. 1p. (Private 204.) 

Jones, James H. Act to increase pension of Jones. Approved June 3, 
1896. 1p. (Private 148.) 

Judge-Advocate-General. Act amending act to authorize President to 
appoint officer to perform duties of solicitor and judge-advocate- 
general, [so as] to fix rank and pay of such officer. [Became law 
by limitation of time, June 5, 1896, without approval.] 1 p. 
(Public 179.) 

Kiernan, Mrs.H.J. Act to increase pension of Mrs. Kiernan. Approved 
June 6, 1896. 1p. (Private 172.) 

Lapham, Cynthia A. Act to pension Mrs. Lapham. Approved June 3, 
1896. 1p. (Private 143.) 

Leavenworth, Fort, Kans. Act for erection of penitentiary on military 
reservation at Fort Leavenworth. Approved June 10, 1896. 2 pp. 
(Public 197.) 

Life-saving stations. Act to establish life-saving station on coast of 
New Hampshire or Massachusetts between Hampton and Merrimac 
rivers. Approved June 10,1896. Ip. (Public 203.) 

McFadden, Elbridge. Act to correct military record of McFadden. 
Approved June + 1896. lp. (Private 151.) 
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MeMillan, Jesse. Act to pension McMillan. [Became law by limitation 
of time, June 8, 1896, without approval.] 1p. (Private 197.) 
Marsh, Delia A. Act to pension Delia A. Marsh. Approved June 6 

1896. lp. (Private 180.) 

Marshall, Elizabeth. Act to pension Mrs. Marshall. Approved June 6, 
1896. 1p. (Private 183.) 

Menemsha, steamer. Act to provide American register for steamer. 
Approved June 10,1896. 1p. (Public 193.) 

Missouri River. Act authorizing construction of wagon and motor 
bridge over river at St. Charles, Mo. Approved June 3, 1896. 2 pp. 
(Public 172.) 

Moore, James A. Act for relief of Moore. Approved June 10, 1896. 1p. 
(Private 205.) 

Morris, William H. Act to increase pension of Morris. [Became law 
by limitation of time, June 5, 1896, without approval.] 1p. (Pri- 
vate 155.) 

Mulford, Lambert L. Act to increase pension of Mulford. [Became 
Jaw by limitation of time, June 8, 1896, without approval.] 1 p. 
(Private 194.) 5 

National University. Act to incorporate university. Approved June 1, 
1896. 1p. (Public 169.) 

Navigation signals. Act to amend act to adopt regulations for prevent- 
ing collisions at sea [as to sound signals]. Approved June 10, 1896. 
1p. (Public 198.) 

Navy. Act making appropriations for naval service, 1897. Approved 
June 10,1896. 22 pp. (Public 196.) 

— Joint resolution extending benetits of sec. 1426 and 1573, Revised 
Statutes [as to honorable discharge and 3 months’ pay on reenlist- 
ment] to allenlisted personsin Navy. Approved June 11, 1896. 1 p. 
(Publie Res. 56.) 

North Georgia Agricultural College. Act to relieve college from pay- 
ment for damaged gun. Approved June 8, 1896. 1 p. (Private 
189. ) 

Northern Pacific Railroad. Act for relief of settlers on Northern Pacific 
Railroad indemnity lands. Approved June 3, 1896. 1p. (Public 
177.) 

Omaha. Act to authorize holding transmississippi and international 
exposition at Omaha, 1898. Approved June 10, 1896. 3pp. (Pub- 
lic 199.) 

Parker, Abraham H, Act to increase pension of Parker. Approved 
June 8, 1896. lp. (Private 192.) 


Pettit, Michael S. Act to increase pension of Pettit. Approved June 6, 
1896. lp. (Private 185.) 

Pilkington, Richard P. Act to increase pension of Pilkington. [Became 
law by limitation of time, June 8, 1896, without approval.] 1p. 
(Private 196.) 

Poe, Eleanor Carroll. Act to pension Mrs. Poe. Approved June 6, 
1896. 1p. (Private 169.) 

Post-Office Department. Act making appropriations for Department, 
1897. Approved June 9, 1896. 4 pp. (Public 189.) 


Postal Service. Act to regulate mail matter of 4th class. Approved 
June 8, 1896. lp. (Public 185.) 


—— Act to amend act to amend act authorizing Postmaster-General to 
adjust claims of postmasters for loss by burglary [etc., so as to 
make $10,000 the limit above which claims must be reported to Con- 
gress for appropriation]. Approved June 11, 1896. 1p. (Public 
217.) 


’ 


Prince, Henry. Act to pension Prince. Approved June 9, 1896. 1p. 
(Private 201.) 
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Purdum, Caroline E. Act to increase pension of Mrs. Purdum. Ap- 
proved June 6, 1896. 1p. (Private 164.) 

Pyne, Eliza G. Act to pension Mrs. Pyne. Approved June 11, 1896. 
lp. (Private 213.) 

Rafferty, Peter. Act to increase pensionof Rafferty. Approved June 
6, 1896. 1p. (Private 165.) 

Regan, James. Act for relief of Regan. Approved June 11, 1896. 1 p. 
(Private 210.) 

Reynolds, Patrick F. Act to pension minor children of Reynolds, Ap- 
proved June 9, 1896. 1p. (Private 202.) 

Reynolds, Russel N. Act to pension Reynolds. [Became a law by limi- 
tation of time, June 1, 1896, without approval.] 1p. (Private 136.) 

Rice, Edward. Act for relief of Rice. Approved June 11, 1896. 1p. 
(Private 208.) 

Richardson, Elizabeth. Act to pension Mrs. Richardson. Approved 
June 3, 1896. 1p. (Private 147.) 

Rinehardt, Charles W. Act to correct military record of Rinehardt. 
[Became law by limitation of time, June 10, 1896, without ap- 
proval.] lp. (Private 206.) 

Rivers and harbors. Act making appropriations for rivers and harbors. 
[Became law] June 3, 1896 [by two-thirds vote of each House, with- 
out approval]. 47 pp. (Public 175.) 

St. Louis River. Act td authorize county of St. Louis, Minn., to build 
bridge across river near Fond du Lac, Minn. Approved June 11, 
1896. 2pp. (Public 214.) 

Sandford, Eliza. Act to pension Eliza Sandford. Approved June 9, 
1896. lp. (Private 199.) 

Santa Barbara, Cal. Act to make Santa Barbara subport of entry. 
Approved June 10, 1896. 1p. (Public 201.) 

Sargent, Elizabeth A. Act to pension Mrs. Sargent. Approved June 6, 
1896. lp. (Private 162.) 

Schwatka, Ada J. Act to pension Mrs. Schwatka. Approved June 6, 
1895. 1p. (Private 168.) 

Scofield, William H. Act for relief of Scofield [and others]. Approved 
June 11, 1896. 1p. (Private 209.) 

Scott, Thomas M. Act to increase pension of Scott. Approved June 6, 
1896. lp. (Private 163.) 

Seal fisheries. Joint resolution to authorize scientific investigation of 
fur-seal fisheries. Approved June 8, 1896. 1p. (Public Res. 53.) 

Selby, Arthur P. Acé for relief of Selby. Approved June 11, 1896. 
lp. (Private 211.) 

Shaw Post. Act to donate condemned cannon and balls to [Shaw Post, 
G. A. R., Leavenworth, Kans., and McLouth Post, McLouth, Kans.]. 
[Became law by limitation of time, June 10, 1896, without approval. ] 
1p. (Public 204.) 

Smith, Catherine. Act to pension Mrs. Smith. [Became law by limita- 
tion of time, June 1, 1896, without approval.] 1p. (Private 137.) 

Sparks, Edward. Act for relief of Sophia and Julia C. Sparks [heirs 
of Edward Sparks]. Approved June 9, 1896. 1p. (Private 200.) 

Spencer, Mrs. William Loring. Act to increase pension of Mrs. Spencer. 
Approved June 8, 1896. 1p. (Private 187.) 

Sutherland, Elizabeth W. Act to increase pension of Mrs. Sutherland. 
Approved June 6, 1896. 1p. (Private 170.) 

Thomas, Cyrus. Act to increase pension of Thomas. [Became law by 
limitation of time, June 8, 1896, without approval.] 1p. (Private 
195.) 

Thompson, Rhoda Augusta. Act to pension Rhoda A. Thompson. Ap- 
proved June 9, 1896. 1p. (Private 203.) 
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Van Derveer, Emily M. Act to pension Mrs. Van Derveer. Approved 
June &, 1896. lp. (Private 186.) 

Van Vleck, Henry. Act for relief of B. J. Van Vleck, administrator, 
Approved June 11, 1896. 1p. (Private 212.) 

Veach, James P. Joint resolution for relief of Veach. Approved June 
10, 1896. lp. (Private Res. 6.) 

Warrior River. Act to authorize construction of bridge across river 
by Mobile and Ohio Railroad Company. Approved June 11, 1896. 
3 pp. (Public 207.) 

West, Joseph R. Act to increase pension of West. [Became law by 
limitation of time, June 5, 1896, without approval.] lp. (Private 
153.) 

Wickware, Frances E. Act to pension Mrs. Wickware. Approved 
June 3, 1896. 1p. (Private 152. 

Williams, Elizabeth M. Act for relief [by pension] of Mrs. Williams. 
Approved June 6, 1896. 1p. (Private 161.) 


SENATE - 


Note.—The dates in the entries for Senate and House documents and reports 
show when they were ordered to be printed. Usually the printing promptly fol- 
lows the ordering, but various causes sometimes make delays. 


Armor. Prices for armor for naval vessels, investigation by Committee 
on Naval Affairs. 1896. 424 pp. 25¢ 

Bonds. Investigation of sale of bonds during 1894-96, under resolution 
of Senate of May 7, 1896, by Committee on Finance. 1896. pt. 1, 
iii, 227 pp. 

Chickasaws. Application of Chickasaw Nation for withdrawal of 
$100,000 of their trust funds for payment of national warrants. 
June 8, 1896. 12 pp. (Senate Doc. 309.) 


District of Columbia. Conference report on Senate amendments to 
House bill5210, making appropriations for District, 1897; presented 
by Mr. Teller. June 1, 1896. &pp. (Senate Doc. 296.) 

Gold. Paper by L. G. Powers, relative to gold and world’s wheat farm- 
ers; presented by Mr. Lodge. June 6, 1896. 7 pp. (Senate Doe. 
306. ) 


Government Printing Office. Hearing before Committee on Civil Service 

and Retrenchment in relation to administration of civil-service law 

in Printing Office [May 11]; continuation of hearing of Apr. 11, 

1896. 17 pp. 

Same [May 23]. 17 pp. 

Japan. Letters of John P. Young, relative to competition of oriental 
manufacturers and industrial progress of eastern countries; pre- 
sented by Mr. Teller. June 9, 1896. 44 pp. (Senate Doc. 311.) 

Polanders. Memorial by citizens of Polish nationality of Milwaukee, 
protesting against pending legislation restricting’ immigration so 
far as it affects Polanders; presented by Mr. Vilas. June 6, 1896. 
3 pp. (Senate Doc. 307.) 

Rivers and harbors. Memorial from John Cowdon, relative toriver and 
harbor bill; presented by Mr. Daniel. June 1,1896. 6 pp. (Senate 
Doe. 298.) 





REPORTS FROM COMMITTEES 


Berry, James H. Report from Committee on Patents, amending and 
favoring Senate bill 1453, for relief of Daniel Drawbaugh; with 
views of minority. June 2, 1896. 6 pp. (Senate Rp. 1102.) 

—— Report from Committee on Private Land Claims, amending and 
favoring Senate bill 1624, to quiet title with respect to unconfirmed 
private land claims in Louisiana. June 10, 1896. 2 pp. (Senate 
Rp. 1140.) 
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Brice, Calvin 8. Report from Committee on Pensions, amending and 
favoring Senate bill 2989, to increase pension of Mrs. Caroline 8, 
Baker. June 1, 1896. lp. (Senate Rp. 1095.) 

—— Same, favoring House bill 4888, for relief of George Hager. June 
2, 1896. 2pp. (Senate Rp. 1110.) 

Brown, Arthur. Report from Committee on Indian Depredations, 
amending and favoring Senate bill 2726,to amend act to provide 
for adjudication and payment of claims arising from Indian depre- 
dations. June 6,1896. 12 pp. (Senate Rp. 1133.) 

Caffery, Donelson. Report from Committee on Claims, amending and 
favoring Senate bill 2054, for relief of Rinaldo P.Smith. June 8 
1896. 2pp. (Senate Rp. 1136.) 

Cameron, J. Donald. Report from Committee on Foreign Relations, 
favoring Senate bill 2071, for relief of Mrs. Mary A. Swift [w idow 
of John F. Swift]. June 9, 1896. 2 pp. (Senate Rp. 1138.) 

Chandler, William E. Report from Committee on Naval Affairs, favor- 
ing Senate Dill 2630, to donate condemned cannon to Londonderry 
Soldiers’ Monument. Association, Londonderry, N.H. June 4, 1896. 
1p. (Senate Rp. 1116.) 

— Views of minority of Committee on Privileges and Elections, ad- 
verse to Senate joint resolution 6, proposing amendment to Consti- 
tution, for election of Senators by the qualified electors of the 
States. June 5,1896. 3pp. (Senate Rp. 530, pt. 2.) 

Faulkner, Charles J. Report from Committee on District of Columbia, 
amending and favoring Senate bill 1604, for relief of John A. Fair- 
fax. June 6,1896. 2pp. (Senate Rp. 1125.) 

Gallinger, Jacob H. Report from Committee on District of Columbia, 
adverse to Senate bill 2424, for appointment of five police magis- 
trates for District. June 6, 1896. 7 pp. (Senate Rp. 1127.) 

—— Report from Committee on Pensions, submitting Senate bill 3245, 
to pension Mrs. Elvira Bachelder, as substitute for Senate bill 147, 
vetoed. June 1, 1896. 2 pp. (Senate Rp. 1092.) 

— Same, favoring House bill 6221,to increase pension of Mrs. Mary 
E.Chamberlin. June 2,1896. 2pp. (Senate Rp. 1097.) 

— Same, favoring House bill 1892, to pension Mrs, Catharine Darragh. 
June 4, 1896. 2pp. (Senate Rp. 1118.) 

— Same, favoring Senate bill 396, to pension Henry Farmer. June 6, 
1896. lp. (Senate Rp. 1129.) 

—— Same, favoring Senate bill 3218, to increase pension of Charles D. 
Hanscom. June 2, 1896. 2 pp. (Senate,Rp. 1098.) 

—— Same, amending and Peering Senate bill 1551, to pension Mrs. 
Selena McKay. June 2,1896. 2 pp. (Senate Rp. 1099.) 

—— Same, favoring House bill 4355, to increase pension of Mrs. Theresa 
Peebles. June 9, 1896. 1p. (Senate Rp. 1139.) 

— Same, fayoring House bill 1874, to pension Robert Smalls. June 
8, 1896. 4 pp. (Senate Rp. 1134.) 

—— Same, favoring House bill 9139, to pension Mrs. Margaret J. Young. 
June 6, 1896. 1 p- (Senate Rp, 1128.) 

Hansbrough, Henry C. Report from Committee on Library, amending 
and favoring Senate bill 3251, for peace monument at Appomattox. 
June 6, 1896. 1 p. (Senate Rp. 1132.) 

— Report from Committee on Pensions, favoring House bill 1820, to 
pension Neil McNeil. June 2,1896. lp. (Senate Rp. 1101.) 

— Same, favoring House bill 3990, to pension Mrs. Eliza G. Pyne. 
June 5, 1896. 2 pp. (Senate Rp. 1124, ) 


Hawley, Joseph R. Report from Committee on Military Affairs, favor- 
ing Senate bill 2009, to simplify.system of making sales in Subsist- 
ence Department to officers and enlisted men of Army [so as to 
limit credit sales, etc.]. June 2,1896. 2pp. (Senate Rp. 1103.) 
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Haw ley, Joseph R.—Continued. Report from Committee on Military 
Affairs, amending and favoring Senate bill 2355, to correct record 
of Peter Buckley, June 3, 1896. 1 p. (Senate Rp. 1112.) 


— Same, favoring House bill 5107, to remove charge of desertion 
against Oscar A. Bulette. June 6, 1896. 2 pp. (Senate Rp. 1130.) 


—— Same, favoring Senate bill 3206, to grant right of way through 
new Fort Bliss military reservation to El Paso and Northeastern 
Railroad. June 3, 1896. 1p. (Senate Rp. 1115.) 


— Same, favoring House bill 4199, to correct record of Edward H. 
Munson. June 6, 1896. 2 pp. (Senate Rp. 1131.) 

Kyle, James H. Reply to views of minority of Committee to Establish 
University of United States, by [J. W. Hoyt]; to — Senate 
bill 1202. June 4, 1896. 24 pp. (Senate Rp. 429, pt. 3.) 

MeMillan, James. Report from Committee on District of Columbia, 
favoring House bill 8169, to authorize Baltimore and W ashington 
Transit Company to enter District. June 2 2, 1896. 2 pp. (senate 
Rp. 1107.) 

— Same, favoring Senate bill 2840, to incorporate East Washington 
Heights Traction Railway Company. June 2, 1896. 1p. (Senate 
Rp. 1108.) 

Mitchell. John L. Report from Committee on Military Affairs, adverse 
to Senate bill 2531, for relief of Elias Breese [alias Samuel Porter]. 
June 9, 1896. 2 pp. (Senate Rp. 1137.) 

—— Same, adverse to Senate bill 111, to correct record of Reese P. 
Peoples. June 6, 1896. 2 pp. (Senate Rp. 1126.) 

—— Report from Committee on Pensions, favoring House bill 4405, to 
pension Augustus G. Cary. June 4,1896. 2pp. (Senate Rp. 1119.) 

—— Same, amending and favoring Senate bill 2916, to increase pension 
of Mrs. Mary Sprague. June 2, 1896. 1p. (Senate Rp. 1104.) 


Morgan, John T. Report from Select Committee on Construction of 
Nicaragua Canal, favoring Senate bill 3247, identical with House 
bill 35, to amend act to incorporate Maritime Canal Company of 
Nicaragua {with hearings before Committee on Interstate and For- 
eign Commerce on House Dill 35]. June 2, 1896, 422 pp. 5 pl. 
(Senate Rp. 1109.) 

Nelson, Knute. Report from Committee on Commerce, amending and 
favoring Senate bill 3049, to incorporate Maritime Canal of North 
America. June 1, 1896. 20 pp. (Senate Rp. 1094.) 

Palmer, John M. Report from Committee on Pensions, favoring House 
bill 6466, to increase pension of George V. Barnard. June 2, 1896. 
lp. (Senate Rp. 1106.) 

favoring House bill 1022, to increase pension of Byron Cot- 

ton. June 2, 1896. 1p. (Senate Rp. 1105.) 


Perkins, George C. Report from Committee on Naval Affairs, favoring 
Senate bill 3150, to authorize appointment of Lieut. Robert Platt to 
rank of commander. June 3, 1896. 4 pp. (Senate Rp. 1114.) 





Pritchard, Jeter C. Report from Committee on Pensions, favoring 
House bill 8248, to increase pension of Mrs. Emily E. Cash. June 
5, 1896. 1p. (Senate Rp. 1122.) 


— oa amending and favoring Senate bill 3184, to increase pension 
of James H. Kile. June 2, 1896. 1p. (Senate Rp. 1096.) 

—— Same, favoring House bill 1890, to pension Mrs. Mary Martin. June 
8, 1896. 1p. (Senate Rp. 1135.) 


—— Same, favoring House bill 3755, to increase pension of Mrs. Mary 
C. Thompson. June 3, 1896. 2 pp. (Senate Rp. 1113.) 


Roach, William N. Report from Committee on Pensions, amending and 
fav oring Senate bill 3152, to increase pension of Ransom S. Angell. 
June 5, “1896. 1 p. (Senate Rp. 1123.) 
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Shoup, George L. Report from Committee on Education and Labor, 
favoring Senate bill 3243, regulating salaries of skilled workmen in 
Government Printing Office. June 2, 1896. 1p. (Senate Rp. 1100.) 


Report from Committee on Military Affairs, amending and favoring 

Senate bill 1277, to place Henry Biederbick, Julius R. Frederick, 

Francis Long, and Maurice Connell on retired list of Army. June 

1, 1896. 4 pp. (Senate Rp. 1093.) 

—— Report from Committee on Pensions, favoring Senate bill 3094, to 
increase pension of George W. Palmer. June 4, 1896. 1p. (Sen- 
ate Rp. 1117.) 

—— Same, amending and favoring Senate bill 877, to increase pension 
of Oliver P. Silvey. June 4, 1896. 1p. (Senate Rp. 1121.) 

Walthall, Edward C. Report from Committee on Military Affairs, 
favoring House bill 5127, for relief of Abraham O. Waucop. June 
4, 1896. 2pp. (Senate Rp. 1120.) 

White, Stephen M. Report from Committee on Commerce, favoring 

Senate bill 3244, to amend act to adopt regulations for preventing 

collisions at sea [as to sound signals]. June 2,1896. 1p. (Senate 

Rp. 1111.) 





HOUSE 


Inventory of property in charge of doorkeeper. June 6, 1896. 16 pp. 
(House Doc. 406.) 
Sales of waste paper by doorkeeper. June 6, 1896. 2 pp. (House Doc. 
405.) 
REPORTS FROM COMMITTEES 


Aldrich, J. Frank. Report from Committee on Accounts, favoring House 
joint resolution 195, to pay officers and employees of Senate and 
House on day following adjournment. June 6, 1896. 1p. (House 
Rp. 2261.) 

—— Same, on sundry resolutions relating to employees of House and 
committee to investigate management of National Soldiers’ Hone, 
Leavenworth Branch. June 6, 1896. 4 pp. (House Rp. 2281.) 

Allen, Clarence E. Report from Committee on Public Lands, favoring 
Senate bill 2047, extending time within which University of Utah 
shall occupy lands granted to it. June 2,1896. 1p. (House Rp. 
2135.) 

Anderson, William C. Report from Committee on Invalid Pensions, 

amending and favoring House bill 7504, to increase pension of 

Charles McAllister. June 2, 1896. 1p. (House Rp. 2139.) 

Same, amending and favoring House bill 5128, to increase pension 

of JereSmith. June 1, 1896. 1p. (House Rp. 2109.) 

Andrews, William E. Report from Committee on Invalid Pensions, 

amending and favoring House bill 6671, for relief [by increased 

pension] of Charles A. Nazro. June 3, 1896. 1 p. (House Rp. 2173.) 

Same, favoring Senate bill 2401, to pension Mrs. Hattie E. Redfield. 

June 2,1896. lp. (House Rp. 2141.) 

—~ Same, favoring Senate bill 916, to increase pension of Mrs. Cornelia 
I. Skiles. June 2, 1896. 2 pp. (House Rp. 2140.) 

—— Same, amending and favoring House bill 5307, to pension Mrs. 
Annie M. Sweet. June 3, 1896. Lp. (House Rp. 2172. 

Baker, William. Report from Committee on Invalid Pensions, amend- 
ing and favoring House bill 6755, to increase pension of James S. 
Chapman. June 6, 1896. 1p. (House Rp. 2248.) 

— Same, favoring House bill 2235, to pension John F. Foster. June 
3, 1896. 1p. (House Rp. 2185.) 

— Same, favoring House bill 8683, to pension Frederick Lierman. 
June 5, 1896. Ip. (House Rp. 2291) ) 
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Baker, William—Continued. Report from Committee on Invalid Pen- 
sions, favoring House bill 7551, for relief [by increased pension] 
of Oliver J. Lyon. June 5, 1896. 1p. (House Rp, 2221.) 

— Same, amending and favoring House bill 9319, to increase pension 
of Malachi Salters. June 5, 1896. 2 pp. (House Rp. 2238.) 

—— Same, amending and favoring House bill 9285, to increase pension 
of Henry H. Tucker. June 5, 1896. 2 pp. (House Rp. 2239.) 

— Report from Committee on Pensions, amending and favoring Honse 
bill 8360, to pension C. 8S. Alvord, June 4, 1896. 1p. (House Rp. 
2204.) 

Barney, Samuel 8. Report from Committee on Public Lands, amending 
and favoring House joint resolution 154, for investigation by Secre- 
tary of Interior of claims of homestead entrymen [on lands of 
Wisconsin Central Railroad]. June 2, 1896. 1p. (House Rp. 2130.) 

Bartlett, Franklin. Report from Committee on Interstate and Foreign 
Commerce, favoring House bill 8220, to amend act to grant [Staten 
Island Rapid Transit Railroad Company] right of way through 
lands in Richmond county, N. Y. [so as to authorize use of tunnel 
by other companies]. June 6,1896. 1p. (House Rp. 2278.) 

Bishop, Roswell P. Report from Committee on Military Affairs, amend- 
ing and favoring House bill 1937, for relief of Robert McFarland. 
June 2, 1896. 3 pp. (House Rp. 2154.) 

Boutelle, Charles A. Report from Committee on Naval Affairs, amend- 
ing and favoring Senate joint resolution 149, extending benefits of 
sec. 1426 and 1573, Revised Statutes [as to honorable discharge and 
3 months’ pay on reenlistment] to all enlisted persons in Navy. 
June 6, 1896. 1p. (House Rp. 2284.) 

Brumm, Charles N. Report from Committee on Claims, favoring House 
bill 8070, for reliet of Theodore F. Swayze, adininistrator of John 
S. P. Wheeler. June 4, 1896. 1p. (House Rp. 2206.) 

Catron, Thomas B. Report from Committee on Military Affairs, favor- 

ing Senate bill 8206, to grant right of way through new Fort Bliss 

military reservation to El Paso and Northeastern Railroad Com- 

pany. June 6, 1896. 1p. (House Rp. 2265.) 

Report from Committee on Territories, favoring House bill 7909, to 

enable New Mexico to be admitted into Union; with views of 

minority. June 6, 1896. 20 pp. (House Rp. 2259.) 

Chickering, Charles A. Report from Committee on Printing, favoring 
House resolution 401, to print message of President and report of 
committee on river and harbor bill. June 3, 1896. 1p. (House 
Rp. 2166.) 

— Same, favoring House resolution 410, to print reports on Senate bill 
1341, to prohibit issuance of interest-bearing bonds without consent 
of Congress. June 6, 1896. 1p. (House Rp. 2260.) 

—— Same, favoring House resolution 415, to print hearings before Inter- 
state and Foreign Commerce Committee upon Nicaragua Canal. 
June 6, 1896. 1p. (House Rp. 2285.) 

Coffin, Charles E. Report from Committee on Pensions, amending and 
favoring House bill 5995, to pension Mrs. Henrietta B. Lee. June 4, 
1896. Lp. (House Rp. 2203.) 


Connolly, James A. Report from Committee on Judiciary, amending 
and favoring House joint resolution 190, to facilitate reorganization 
of Northern Pacific Railroad Company, to secure to settlers right to 
purchase agricultural lands withinits grant, and to prohibit giving 
control of railroad to competing railroad. June 3, 1896. 3 pp. 
(House Rp. 2181.) 


Crowther, George C. Report from Committee on Invalid Pensions, 
amending and favoring House bill 5143, to increase pension of John 
Black, June 4, 1896. 1p. (House Rp. 2193.) 
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Crowther, George C.—Continued. Report from Committee on Invalid 
Pensions, favoring House bill 8388, for relief [by increased pension] 
of William G. Buck. June 6, 1896. 1 p. (House Rp. 2250.) 

—— Same, amending and favoring House bill 3328, to pension Mrs. Nancy 
S. Daniels. June 6, 1896. 1p. (House Rp. 2249.) 

—— Same, amending and favoring House bill 6231, te restore Jonathan 

Hess to pension roll. June 3, 1896. 1p. (House Rp. 2186.) 

Same, amending and favoring House bill 8029, to pension Mrs. Jane 
G. Kelly. June 4, 1896. 1p. (House Rp. 2192.) 

— Same, amending and favoring House bill 6757, to pension Andrew 
J.Molder. June 3,1896. lp. (House Rp. 2174.) 

— Same, amending and favoring House bill 3858, to pension Charles L. 

Stephens. June 1, 1896. 2pp. (House Rp. 2110.) 

Same, amending and favoring House bill 8896, to increase pension 
of George W. Walton. June 4, 1896. 1p. (House Rp. 2191.) 
Cummings, Amos J. Report from Committee on Library, favoring Sen- 

ate joint resolution 27, for monument in Washington in honor of 
Samuel Hahnemann. June 2, 1896. 2pp. (House Rp. 2131.) ; 

Curtis, Newton M. Report from Committee on Military Affairs, favor- 
ing House bill 8443, to amend sec. 4878, Revised Statutes, relating 
to burials in national cemeteries [so as to permit burial of army 
nurses]. June 2, 1896. 2 pp. (House Rp. 2127.) 

— Same, favoring Senate bill 2420, to regulate pay of noncommis- 
sioned officers in Army. June 2, 1896. 4 pp. (House Rp. 2128.) 

Dingley, Nelson, jr. Report from Committee on Ways and Means, ad- 
verse to Senate bill 1341, to prohibit issuance of interest-bearing 
bonds without consent of Congress. June 5, 1896. 6 pp. (House 
Rp. 2246.) 

—— Same, under House resolutions 173 and 189, directing inquiry as to 
effect upon industries of United States of difference of exchange 
between gold-standard and silver-standard countries, and menace 
to American manufactures by products of cheap Oriental [Japanese] 
labor. June 6, 1896. 10 pp. (House Rp. 2279.) 

Doolittle, William H., and Sherman, James S. Report from Committee 
on Interstate and Foreign Commerce, amending and favoring House 
bill 35, to amend act to incorporate Maritime Canal Company of 
Nicaragua. June 1, 1896. 325 pp. (House Rp. 2126.) 

Draper, William F. Report from Committee on Patents, favoring Senate 
bill 1897, to establish classification division in Patent Office. June 
6, 1896. 2 pp. (House Rp. 2277.) 

Ellis, William R. Report from Committee on Public Lands, submit- 
ting House bill 9345, to enable persons [who have purchased lands 
from Mississippi within limits of Mobile and Ohio Railroad grant] 
to procure title to same, as substitute for House bill 9148. June 4, 
1896. 2pp. (House Rp. 2202.) 

Fenton, Lucien J. Report from Committee on Military Affairs, favor- 

ing House bill 6199, for relief of Francis 8. Davidson. June 6, 1896. 

4pp. (House Rp. 2262.) 

Same, favoring House bill 2308, for relief of John L. Jefferies. 
June 2, 1896. 3 pp. (House Rp. 2153.) 

— Same, favoring House bill 5090, to correct record of Alexander 
McDonald. June 3, 1896. 2pp. (House Rp. 2170.) 


—— Same, favoring House bill 3926, to correct record of David Sample. 
June 1, 1896. 2 pp. (House Rp. 2106.) 


Gamble, Robert J. Report from Committee on Indian Affairs, amending 
and favoring House bill 9146, for adjustment of sales of Otoe and 
Missouria Reservation lands, in Kansas and Nebsaska, and to confirm 
titles under said sales. June 5,1896. 5 pp. (House Rp. 2237, 




















15 


Gamble, Robert J.—Continued. Report from Committee on Indian 
Affairs, amending and favoring House bill 8584, confirming title of 
mixed-blood Indians to their lands and allowing same to be alien- 
ated under certain circumstances. June 6,1896. 2 pp. (House 
Rp. 2276.) 

Gibson, Henry R. Report from Committee on War Claims, submitting 
House bill 9324, for adjudication and payment of damages sustained 
by citizens of Kansas during War of Rebellion, as substitute for 
House bill 1247. June 3, 1896. 2 pp. (House Rp. 2182.) 


Graff, Joseph V. Report from Committee on Claims, favoring House bill 
3106, forrelief of John Breen. June6, 1896. 2 pp. (House Rp. 2266.) 


—— Same, favoring Senate bill 3269, to pay to Richmond Locomotive 
and Machine Works its claim for losses incurred in construction of 
armored battleship Texas. June 6, 1896. 30 pp. (House Rp. 2286.) 

Griffin, Michael. Report from Committee on Military Affairs, sub- 
mitting House bill 9289, to amend act to promote administration of 
justice in Army, as substitute for House bill 9024. June 2,1896. 3 
pp. (House Rp. 2132.) 

—— Same, favoring House bill 4853, for relief of John Duncan. June 2, 
1896. 3pp. (House Rp. 2155.) 


Griswold, Matthew. Report from Committee on Merchant Marine and 
Fisheries, favoring House bill 7781, to provide American register for 
barge Black Diamond. June 6,1896. 1p. (House Rp. 2275.) 


Hardy, Alexander M. Report from Committee on Pensions, amending 
and favoring House bill 7206, to pension Francis Shetais, alias Frank 
Stay. June 2,1896. 2 pp. (House Rp. 2156.) 

— Same, amending and favoring House bill 9048, to increase pension 
of Lawyer Sugs. June 4, 1896. 1p. (House Rp. 2205.) 

Henderson, David B. Report from Committee on Rules, favoring House 
resolution 402, that during remainder of session hour of meeting be 
lla.m. June 2, 1896. lp. (House Rp. 2165.) 


— Same, stbmitting House resolution 408, that on June 6, 1896, indi- 
vidual members may move suspension of rules, as substitute for 
House resolution 376. June 5, 1896. 1p. (House Rp. 2223.) 


— Same, favoring House resolution 418, giving leave to print remarks 
in Record for remainder of session and 10 days after its close. 
June 6, 1896. 1p. (House Rp. 2274.) 


Hilborn, Samuel G. Report from Committee on Naval Affairs, sub- 
mitting House resolution 417, for investigation of New York Navy- 
Yard, as substitute for House resolution 216. June 6, 1896. 1 p. 
(House Rp. 2270.) 


Hooker, Warren B. Report from Committee on Rivers and Harbors, 
favoring passage over veto of House bill 7977, making appropria- 
tions for rivers and harbors [1897-98]. June 2,1896. 5 pp. (House 
Rp. 2164.) 


—— Same, favoring House concurrent resolution 54, for survey of Mor- 
mon Channel and Calaveras River, Cal., with reference to dam at 
Bellota and cut-offs in San Joaquin River below Stockton. June 
3, 1896. 1p. (House Rp. 2189.) 


Hopkins, Albert J. Report of Committee on Ways and Means, con- 
cerning reciprocity and commercial treaties [with views of minority, 
hearings, etc.]. June 6, 1896. 643 pp. (House Rp. 2263.) 


Hurley, Denis M. Report from Committee on War Claims, submitting 
House resolution 396, to refer claim of John Carney to Court of 
Claims, as substitute for House bill 2466. June 2, 1896. 1 p. 
(House Rp. 2129.) 


— Same, favoring Senate bill 581, for relief of representatives of 
Hiram Somerville. June5, 1896. 1p. (House Rp. 2235.) 
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Kerr, Winfield 8S. Report from Committee on Invalid Pensions, amend- 
ing and favoring House bill 5287, for relief of widows who were 
wives of soldiers and sailors while in service of United States. June 
1, 1896. 1p. - (House Rp. 2125.) 

—— Same, amending and favoring House bill 2960, to pension Oscar 
Dunham. June 1, 1896. lp. (House Rp. 2112.) 

—— Same, amending and favoring House bill 6092, to pension Delia Fry. 
June 1, 1896. 1p. (House Rp. 2116.) 

—— Same, amending and favoring House bill 7563, to pension Mrs. Sarah 
A. Halter. June 1, 1896. 1p. (House Rp. 2114.) 

—— Same, amending and favoring House bill 5342, to pension Richard 
M. Johnson. June 4,1896. 1p. (House Rp. 2207.) 

—— Same, favoring House bill 8461, to increase pension of Theodore 
Jones. June 1, 1896. lp. (House Rp. 2111.) 

—— Same, favoring House bill 5041, to pension Ella F.Sydnor. June 1, 
1896. 1p. (House Rp. 2115.) 

—— Same, amending and favoring House Dill 3245, to pension Alfred 
Vansickles. June 1,1896. 1p. (House Rp. 2113.) 

—— Same, favoring House bill 8172, to pension Mrs. Matilda Zimmer- 
man. June 4, 1896. 1p. (House Rp. 2194.) 

Kirkpatrick, Snyder 8. Report from Committee on Invalid Pensions, 
favoring Senate bill 248, to pension Mrs. Martha Alley. June 2, 
1896. 2pp. (House Rp. 2159.) 

—— Same, favoring House bill 3585, to increase pension of George W. 
Bailey. June 5, 1896. 1p. (House Rp. 2245.) 

—— Same, favoring House bill 6967, to increase pension of William T. 
Buckner. June 3, 1896. 1p. (House Rp. 2179.) 

—— Same, amending and favoring House bill 7884, to increase pension 
of Isaac N. Cisson, June 3, 1896. 1p. (House Rp. 2177.) 

—— Same, amending and favoring House bill 1306, to increase pension 
of Benjamin F. Douglass. June 5, 1896. 1p. (House Rp. 2240.) 

—— Same, amending and favoring House bill 6464, to pension John S. 
Dukate. June 2, 1896. 1p. (House Rp. 2157.) 

—— Same, favoring House bill 3253, to pension Mrs. Jane Dykes. June 
4, 1896. 2 pp. (House Rp. 2195.) 

—— Same, favoring House bill 8754, to pension Martin M. Flint. June 

4, 1896. 1p. (House Rp. 2212.) 

Same, favoring House bill 8753, to increase pension of Henry 

Gilham. June 4, 1896. 1p. (House Rp. 2208.) 

—— Same, amending and favoring Senate bill 2456, to pension Oliver 
P. Gooding. June 5, 1896. 2 pp. (House Rp. 2225.) 

—— Same, favoring Senate bill 1689, to pension John F. Hathaway. 
June 4, 1896. 1p. (House Rp. 2219.) 

—— Same, amending and favoring House bill 8756, to pension C. A. 
Howke. June 3, 1896. 1p. (House Rp. 2178.) 

—— Same, favoring House bill 4525, to increase pension of Henry Hub- 

bell. June 5, 1896. 1p. (House Rp. 2224.) 

Same, favoring House bill 9260, to increase pension of Adam Jolin- 

son. June 11, 1896. lp. (House Rp. 2288.) 

—— Same, amending anil favoring House bill 8094, to pension Alfred D. 
Johnson. June 2, 1896. 1p. (House Rp. 2158.) 

—— Same, favoring House bill 6965, to pension T. B. Limbocker. June 
3, 1896. 1p. (House Rp. 2175.) 

— Same, favoring House bill 3250, to increase pension of Levi R. 
Long. June 5, 1896. lp. (House Rp. 2222.) 

Same, favoring House bill 8150, to pension James P. Newton. June 














4,1896. 1p. (House Rp. 2210.) 
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Kirkpatrick, Snyder §.—Continued. Report from Committee on Invalid 
Pensions, amending and favoring House bill 6964, to pension Zebe- 
diah Robertson. June 4, 1896. Llp. (House Rp. 2196.) 

—— Same, amending and favoring House bill 7105, to increase pension 
of Augustus Schulz. June 6, 1896. 1p. (House Rp. 2251.) 

—— Same, favoring House bill 7221, to increase pension of Lafayette 
Taber. June 4, 1896. 2pp. (House Rp. 2211.) 

—— Same, favoring House. bill 4518, to increase pension of Joseph 
Thompson. June 3,1896. 1p. (House Rp. 2176.) 

—— Same, amending and favoring House bill 8365, to pension J. B. 
Thurman. June 4, 1896. Lp. (House Rp. 2209.) 

—— Same, favoring House bill 7787, to pension Angelina Welden. 
June 6, 1896. lp. (House Rp. 2252.) 

—— Same, favoring House bill 4622, to pension Mrs. J.J. Woods. June 
2,1896. 1p. (House Rp. 2142.) 

Lacey, John F. Report from Committee on Public Lands, favoring pas- 
sage over veto of House bill 4804, toamend sec. 2238, Revised Statutes 
[so as to reduce fees of registers and receivers]. June 6, 1896. 1p. 
(House Rp. 2287.) 

Lockhart, James A. Report from Committee on Military Affairs, favor- 
ing House bill 4498, to correct date of muster of Rosalvo B. Brazel- 
ton. Juned, 1896. 1p. (House Rp. 2233.) 

Loudenslager, Henry C. Report from Committee on Pensions, amend- 
ing and favoring House bill 2336, to pension Mrs. Theresa Bonnaveau. 
June 1, 1896. 1p. (House Rp. 2108.) 

McCall, Samuel W. Report from Committee on Elections, No. 3, amend- 
ing and favoring House bill 1987, relating to contests of elections 
of members of House. June 55,1896. 3 pp. (House Rp. 2234.) 

McClellan, George B. Report from Committee on Invalid Pensions, 
amending and favoring House bill 6419, to increase pension of 
Samuel P. Dill. June 2, 1896. 2 pp. (House Rp. 2143.) 

McRae, Thomas C. Report from Committee on Public Lands, favoring 
Senate bill 2923, identical with House bill 7044, for improvement of 
Government reservation at Fort Smith, Ark. June 5, 1896. 1 p. 
(House Rp. 2236.) 

Marsh, Benjamin IF’. Report from Committee on Military Affairs, favor- 
ing House bill 8888, to grant honorable discharge to Christopher C, 
Cummins. June 6, 1896. 1p. (House Rp. 2272.) 

—— Same, favoring House bill 9063, to relieve James M. Wilson from 
charge of desertion. June 3, 1896. 2 pp. (House Rp. 2171.) 

Miles, Joshua W. Report from Committee on Invalid Pensions, amend- 
ing and favoring House bill 7055, to increase pension of Mrs. Anna 
G. Valk. June 4, 1896. 1p. (House Rp. 2197.) 

Minor, Edward 8. Report from Committee on Claims, favoring House 
bill 5693, for relief of Racine, Wis. June 1, 1896. 4 pp. (House 
Rp. 2107.) 

Moody, William H. Report from Committee on Elections, No. 1, on 
contest of Rinaker v. Downing, from 16th district of Illinois, sub- 
mitting House resolution 412, seating John I. Rinaker. June 5, 
1896. 2 pp. (House Rp. 2247.) 

Otjen, Theobold. Report from Committee on War Claims, favoring 
Senate bill 2871, to amen‘l act to correct record of Wilhelm Spiegel- 
burg. June 1, 1896. 1p. (House Rp. 2124.) 


Parker, Richard W. Report from Committee on Military Affairs, favor- 
ing House bill 9151, to authorize disposition of condemned ord- 
nance, guns, and cannon balls [to soldiers’ monument associations, 
posts of G. A. R., soldiers’ homes, and municipal corporations]. 
June 2, 1896. 1p. (House Rp. 2163.) 


6172—No. 18 2 
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Parker, Richard W.—Continued. Report from Committee on Military 
Affairs, favoring House bill 8364, for relief of Henry C. Seaman, 
June 2, 1896. 5 pp. (House Kp. 2162.) 

Payne, Sereno E. Report from Committee on Merchant Marine and 
Fisheries, favoring House bill 9253, to amend act to adopt regula- 
tions for preventing collisions at sea [as to sound signals]. June 
2, 1896. 1p. (House Rp. 2134.) 

Perkins, George D. Report from Committee on Printing, favoring 
Senate concurrent resolution 13, to print acts imposing duties on 
imports. Jan. 16, 1896. 1p. (House Rp. 54.) 

Pickler, John A. Report from Committee on Invalid Pensions, submit- 
ting House bill 9362, to increase pension of Benjamin Beach, as sub- 
stitute for House bill 9231. June 5, 1896. 1p. (House Rp. 2226.) 

— Same, amending and favoring House bill 9317, to increase pension 
of George W. Bolster. June 4, 1896. 1p. (House Rp. 2199.) 

—— Same, submitting House bill 9343, for relief [by increased pension] 

of J. A. Courtney, as substitute for House bill 4092. June 4, 1896, 
lp. (House Rp. 2198.) 

Same, amending and favoring House bill 9315, to increase pension 
of Henry R. Draper. June 5, 1896. lp. (House Rp. 2241.) 

—— Same, amending and favoring House bill 9212, to increase pension 
of John R. Lumbert. June 6, 1896. 2 pp. (House Rp. 2268.) 

— Same, favoring House bill 9312, to increase pension of Stephen H. 
Morse. June 5, 1896. 1p. (House Rp. 2228.) 

— Same, favoring House bill 9314, to pension Newman C. Nash. 
June 6, 1896. 1p. (House Rp. 2254.) 

—— Same, amending and favoring House bill 1543, to increase pension 
of Carey H. Russell. June 6, 1896. 2 pp. (House Rp. 2253.) 

— Same, favoring House bill 9350, to increase pension of Patrick H. 
Smith. June 5, 1896. 1p. (House Rp. 2227.) 

—— Same, favoring House bill 9316, to increase pension of Isaac Smouse. 
June 4, 1896. lp. (House Rp. 2213.) 

—— Same, favoring House bill 9090, to increase pension of Jacob Steb- 
ler. June 2, 1896. 1p. (House Rp. 2160.) 

—— Same, amending and favoring House bill 4854, to increase pension 
of John P. Thomas. June 6, 1896. 1p. (House Rp. 2273.) 

—— Same, favoring House bill 9089, to pension Benjamin F. White- 

house. June 2, 1896. 1). (House Rp. 2144.) 

Same, amending and favoring House bill 9163, to increase pension 
of William H. Williams. June 4, 1896. 1p. (House Rp. 2218.) 
Poole, Theodore L. Report from Committee on Invalid Pensions, favor- 

ing House bill 921, to pension Ira Ingraham. June 5, 1896. 1p. 
(House Rp. 2230.) 

—— Same, amending and favoring House bill 2961, for relief [by in- 
creased pension] of Angus MecVigor. June 2, 1896. 1p. (House 
Rp. 2145.) 

— Same, favoring House bill 3845, to pension Mrs. Eunice Taylor. 
June 2, 1896. 1p. (House Rp. 2146.) 


—— Same, favoring House bill 7350, to increase pension of Mrs. Susan 
D. Yates. June 5, 1896. lp. (House Rp. 2229.) 

Powers, H. Henry. Report from Committee on Pacific Railroads, favor- 
ing Senate bill 1832, identical with House bill 6398, to define rights 
of purchasers under mortgages of Atlantic and Pacific Railroad 
Company. June 6, 1896. 3pp. (House Rp. 2264.) 


Pugh, Samuel J. Report from Committee on War Claims, favoring 
House bill 3767, for relief of Joel A. King. June 3, 1896. 1 p. 
(House Rp. 2169.) 
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Quigg, Lemuel E. Report from Committee on Library, favoring Senate 
bill 1922, creating artcommission. June 2,1896. 1p. (House Rp. 
2136.) 

—— Same, amending and favoring House bill 7860, for monument to 
private soldiers and sailors of War of Rebellion. June 2, 1896. 1p. 
(House Rp. 2137.) 

—— Same, favoring House bill 882, for equestrian statue of John Stark 
in Manchester, N. H. June 3, 1896. 1p. (House Rp. 2183.) 

—— Same, favoring Senate joint resolution 135, for commission to report 
upon establishing near Washington, D. C., ground map of United 
States. June 3, 1896. 1p. (House Rp. 2184.) 

Richardson, James D. Report from Committee on Printing, favoring 
House concurrent resolution 53, to print majority and minority re- 
ports of Committee on Ways and Means, and hearings before sub- 
committee, concerning reciprocity and commercial treaties. June 3, 
1896. lp. (House Rp. 2167.) 

— Same, favoring House resolution 404, to rebind original messages 
of Presidents. June 6, 1896. 1p. (House Rp. 2282.) 

—— Same, favoring House resolution 405, to print House bill 8110, to 
establish uniform law on bankruptcies. June6, 1896. 1p. (House 
Rp. 2283.) 

Shafroth, John F. Report from Committee on Public Lands, amending 
and favoring House bill 3222, for relief of James H. Wimpey. June 
3, 1896. 1p. (House Rp. 2168.) 


Sherman, James S. Report from Committee on Indian Affairs, favoring 
House resolution 397, inquiring as to steps to procure payment of 
State bonds belonging to Indian trust funds. June 6, 1896. 1p. 
(House Rp. 2271.) 


— —- Report from Committee on Interstate and Foreign Commerce, 
favoring House bill 8814, for construction by Duluth and North 
Dakota Railroad Company of 2 bridges across Red River of the 
North. June 2,:1896. 1p. (House Rp. 2133.) 

— See also, as joint author, Doolittle, William H. 

Sulloway, Cyrus A. Report from Committee on Invalid Pensions, 
amending and favoring House bill 7392, to pension Mrs. Ann §. 
Andrews. June 4, 1896. lp. (House Rp. 2214.) 


—— Same, favoring Senate bill 3245, to pension Mrs. Elvira Bachelder. 
June 2, 1896. 1p. (House Rp. 2138.) 


— Same, amending and favoring House bill 4648, to pension Cyrus S. 
Bailey. June 3, 1896. 1p. (House Rp. 2188.) 


—— Same, amending and favoring House bill 3658, to increase pension 
of Woodbury Day, alias John White. June 3, 1896. 1p. (House 
Rp. 2187.) 


—— Same, submitting House bill 9294, to pension James Donovan, as 
substitute for House bill 4811. June 2, 1896. 1 p. (House Rp. 
2149.) 

—— Same, amending and favoring House bill 5851, to increase pension 
of Edward O. Fisher. June 2, 1896. 1p. (House Rp. 2148.) 


—— Same, favoring Senate bill 3218, to increase pension of Charles D. 
Hanscom, June 5, 1896. 2 pp. (House Rp. 2243.) 


— Same, amending and favoring House bill 6946, to pension Mrs. 
Maria Kinney. June 2, 1896. 1p. (House Rp. 2147.) 


Terry, William L. Views of minority of Committee on Judiciary, favor- 
ing House bill 4057, in relation to cigarettes [subjecting them to 
laws of State into which transported]. June 11, 1896. lp. (House 
Rp. 2289, ) 





= 
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Thomas, Henry F. Report from Committee on Invalid Pensions, amend- 


ing and favoring House bill 7964, to pension Mrs. Anne E. Bassett, 

June 5, 1896. lp. (House Rp. 2242.) 

Same, amending and favoring House bill 616, to increase pension 

of Charles Beckwith. June 5, 1896. Llp. (House Rp. 2231.) 

—— Same, favoring House bill 571, to pension Mrs. Margaret Davis. 
June 6, 1896. Llp. (House Rp. 2257.) 

— Same, favoring House bill 3861, to increase pension of Bernard 
Dunn. June 4, 1896. Llp. (House Rp. 2201.) 

— Same, amending and favoring House bill 2329, to pension Mrs. 

Matilda Higbie. June 6, 1896. Llp. (House Rp. 2256.) 

Same, favoring House bill 5262, to pension Mrs. Maria C. Hill. 

June 5, 1896. Ip. (House Rp. 2244.) 

—— Same, amending and favoring House bill 5954, for relief of Adolphus 
D. Hopkins. June 6, 1896. 2 pp. (House Rp. 2269.) 

—— Same, amending and favoring House bill 617, to pension Mrs. 
Lovinia Parker. June 5,1896. lp. (House Rp. 2282.) 

—— Same, amending and favoring House bill 3510, to pension Alexander 
Purdy. June 4, 1896. lp. (House Rp. 2200.) 

—— Same, amending and favoring House bill 8454, to increase pension 
of Frank Rockwith. June 6, 196. 1p. (House Rp. 2255.) 

—— Same, amending and favoring House bill 619, to pension Martin V. 

Shears. June 6, 1896. Llp. (House Rp. 2258.) 

Same, favoring House bill 5263, to increase pension of Henry Willis. 

June 1, 1896. 1p. (House Rp. 2117.) 

Wanger, Irving P. Report from Committee on Interstate and Foreign 
Commerce, favoring Senate bill 2334, construing acts in relation to 
award of life-saving medals. June 6, 1896. 1p. (House Rp. 2280.) 

Wheeler, Joseph. Views of minority of Committee on Ways and Means, 
favoring Senate bill 1341, to prohibit issuance of interest-bearing 
bonds without consent of Congress. June 5, 1896. 17 pp. (House 
Rp. 2246, pt. 2.) 

Wood, Benson. Report from,Committee on Invalid Pensions, amending 
and favoring House bill 6321, to increase pension of Mrs. Cynthia.). 
Capron. June 4, 1896. 1p. (House Rp. 2190.) 

—— Saine, amending and favoring House bill 8114, to increase pension 
of Standish V. Cornish. June 4, 1896. 1p. (House Rp. 2216.) 
—— Same, amending and favoring House bil] 2321, to increase pension 

of John J. Cross. June 1, 1896. 1p. (House Rp. 2120.) 

Same, favoring House bill 7440, to increase pension of Albert G. 

Dow. June 1, 1896. 1p. (House Rp. 2122.) 

—— Same, favoring House bill 7283, to pension Mrs. Mary Dozha. June 
2, 1896. 2pp. (House Rp. 2161.) 

—— Same, favoring House bill 7581, to pension Mrs. Maria N. Flint. 
June 1, 1896. 1p. (House Rp. 2121.) 

—— Same, favoring House bill 1896, to pension Mrs. Sarah E. Hoadley. 
June 1, 1896. lp. (House Rp. 2123.) 

—— Same, amending and favoring House bill 8688, to increase pension 
of Andrew R. Jones. June 4, 1896. 1p. (House Rp. 2217.) 

—— Same, amending and favoring House Dill 5718, to pension Mrs. 
Malinda Kelly. June 2, 1896. 2 pp. (House Rp. 2150.) 

—— Same, amending and favoring House bill 1946, to increase pension 

of Harrison Kilburn. June 3, 1896. 1p. (House Rp. 2180.) 

Same, amending and favoring House bill 1187, to pension J. M. 

Madding. June 2, 1896. 1p. (House Rp. 2151.) 

















—— Same, amending and favoring House bill 7342, to increase pension 
of Mrs. Ella S. Mannix. June 1, 1896. lp. (House Rp. 2119.) 
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Wood, Benson—Continued. Report from Committee on Invalid Pen- 
sions, amending and favoring House bill 7995, to increase pension 
of Jackson Neace. June 4, 1896. lp. (House Rp. 2215.) 

—— Same, amending and favoring House bill 7663, to increase pension 
of Jesse Sims. June 2, 1896. lp. (House Rp. 2152. 

—— Same, favoring House bill 5457, to increase pension of John Yahne. 
June 1, 1896. 2 pp. (House Rp. 2118.) 


DOCUMENTS OF PRECEDING CONGRESSES 
SHEEP-BOUND RESERVE 


Note.—These volumes, which have been previously published in unbound form 
and in one or more cloth editions, are now for the first time ready for distribution 
in sheep binding. The number in black-faced type appended to the description of 
cach velume is the serial number in the set of Congressional decuments, as adopted 
in the Checklist of Public Documents issued by this office. 


52 Congress, Ist session, Senate executive documents, v.7, pt.2. No. 
149, pts. 2-6; Handbooks; Nicaragua, Santo Domingo, Laws of 
American Republics relating to immigration and sale of public lands, 


Paraguay, Bolivia. [2902] $1.85 
— Same, v. 7, pt. 3. No. 149, pts. 7-11; Handbooks; Honduras, Salva- 
dor, Peru, Uruguay, Haiti. [2902] $1.85 


—— House miscellaneous documents, v. 50, pt. 12, pt.2. No. 340, pt. 22, 
pt.2; Census, 1890, Manufacturing industries, pt. 2, statistics of 


=, * 


cities. [8019] $2.05 
—— Same, v. 50, pt. 13. No. 340, pt. 23; Census, 1890, Real estate mort- 
gazes. [8020] $2.25 


52d Congress, 2d session. Senate reports, v. 3, pts.3, 4. No. 1394, pts. 
3,4; Wholesale prices, wages, and transportation, pts.3,4. [8074] 


$1.10 each 
53d Congress, 38d session. Senate executive documents, v.4. No.8, pt. 2; 
Report of Coast and Geodetic Survey, 1894, pt.2. [8278] $2.30 


President of United States 


Appropriations. Message returning without approval House bill 8293, 
aking appropriations to supply deficiencies, 1896 and prior years. 
June 6, 1896. 4 pp. (House Doc. 404.) 

Jacob, Helen M. Message returning without approval Senate bili 149, 
to pension Mrs. Jacob. June 1, 1896. 2 pp. (Senate Doc. 297.) 


Mahony, William H. Message returning without approval House bill 
900, for payment of claim of Mahony. June 1, 1896. 2 pp. (House 
Doe. 395.) 

Rivers and harbors. Message returning without approval House Dill 
7977, making appropriations for rivers and harbors [House Doe. 393] 
with report of Committee on Rivers and Harbors, June 2, 1896 
{House Rp. 2164]. 3 +5 pp. 

Scott, Jonathan. Message returning without approval House bill 4526, 
to pension Scott. June], 1896. 2 pp. (House Doc. 394.) 

Woodcock, Amanda. Message returning without approval House Dill 


6037, to pension Mrs. Woodcock. June 1,1896. 1p. (House Doce. 
396. ) 
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State Department 


Note.—The State Department distributes the Consular Reports and other de- 

artmental publications gratuitously, but sells the Revised Statutes, Statutes at 

arge, and pamphlet laws. Address Disbursing Clerk, State Department. If 
drafts are sent, make them payable to his order. 


Conyention between United States and Great Britain, for settlement of 
claims presented by Great Britain in virtue of convention of Feb. 
29, 1892. Concluded Feb. 8, 1896, proclaimed June 11, 1896. 5 pp. 

Diplomatic list, June, 1896. 11 pp.16° [Monthly.] 

Mexico, reciprocal right to pursue savage Indians across boundary; 

- agreement between United States and United Mexican States. 
Signed Washington, June 4,1896. 3 pp. [English and Spanish. ] 

Response to resolution, report as to aliens employed in Department. 
June 8, 1896. 1p. (Senate Doc. 308.) 


Venezuela. Claims under convention of 1866. [Reprint 1896.] 27 pp. 

{English and Spanish. ] 

Contents : - 

Convention between United States and Venezuela, for reopening of claims of citi- 
zens of United States against Venezuela under convention of Apr. 25, 1866. Con- 
cluded Washington, Dec. 5, 1885, proclaimed June 4, 1889. 

Convention to remove doubts as to meaning of article 9 of preceding convention, and 
extending time for exchange of ratifications thereof. Concluded Washington, 
Mar. 15, 1888, proclaimed June 4, 1889. 

Supplementary convention further extending period for exchange of ratifications 
of convention of Dec. 5, 1885, and extending that for explanatory convention of 
Mar. 15, 1888. Concluded Washington, Oct. 5, 1888, proclaimed June 4, 1889. 

Convention for adjustment of claims. Concluded Caracas, Apr. 25, 1866, proclaimed 
May 29, 1867. 


AMERICAN REPUBLICS BUREAU 


Nore.—This Burean sellsits own monthly bulletins, handbooks, ete., at from 
l0c. to 50e. Address the Director of the Bureau. 

Bulletins [51, 57, 58, 61]. 1896. v.3 [pt. 1]. 

Contents : 
Handbooks of— 
Honduras. No. 57. vi, 186 pp. 7 pl. map. 
Nicaragua. No.5l. v, 182 pp. 10 pl. map. 
Salvador. No.58. vi, 169 pp. 7 pl. map. 
Uruguay. No.61. vi, 347 pp. 9 pl. map. 
Note.—In this edition, the pages containing the Commercial Directory are 
omitted from each handbook. 

Handbook of Ecuador. Revised to Apr. 1, 1894. 1892 [1896]. v,177 pp. 
7 pl. map. (Bull. 64; Senate Ex. Doc. 96, pt. 2, 52d Cong. 2d 
sess. ) 50c 

Note.—Pages 167-172, containing appendix E, Commercial Directory of Ecua- 
dor, which appeared in the bureau edition published in 1895, are omitted in the 
document edition. 

Monthly bulletin, v.3, no. 11; May, 1896. 613-680 + [14] pp. 

10c single copy, $1.00 a yr 
Contents: 
Brazil. Minerals and mining industries. 
Costa Rica. Sugar industry. 
Guatemala. Tariffchanges (Eng. and Span.). : 
Mexico. Trade of Vera Cruz; amendment to Constitution abolishing interstate 
duties (Eng. and Span.). 


LIBRARY AND ROLLS BUREAU 


Bulletin7; Sept. 1894. 1895. 127+ 321-897, iv pp. 


Contents : 
Documentary history of Constitution, v. 2, pt. 4; amendments to Constitution 
and ratifications by States. 
Index to miscellaneous papers, continued. 
Territorial and State Records, List of. 





Consular Reports, v. 51, no. 189; June, 1896. 
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STATISTICS. BUREAU 


{Monthly.] (House Doe. 377, pt. 2.) 


Contents : 








Apples in Germany; by J. C. Monaghan. 
Asia, eastern, Trade opportunities in; by John Barrett. 
Auer-Welsbach patents and monazite in Germany; by F. H. Mason. 






xv, 161-368 pp. 


Austria-Hungary, Commerce and industries of; by E. P. T. Hammond. 


Suggestions for developing trade with; by E. P. T. Hammond. 





Austro-Hungarian exports to United States, Increased; by Max Judd. 


Baths for German miners; by H. F. Merritt. 

Beet sugar, Russian; by John Karel. 

Beet-sugar production in Germany ; by Frederick Opp. 
Jeet-sugar returns, German; by Julius Muth and H. F. Merritt. 
selgium, Labor in; by J.S. Ewing. 

Bicycle, New Swiss; by B. H. Ridgely. 

Bicycles, American, in Germany; by F. H. Mason. 

—— in Greece; by George Horton. 

—— in Spain; by D. N. Burke. 

Carpet trade, German; by T. M. Stephan. 

Cattle plague in European Russia; by John Karei. 

Caviar, Preparation of, in Russia; by John Karel. 

Cereal crops of Russia in 1895; by John Karel. 

Chambers of commerce in Prussia; by H. F. Merritt. 

Chemical industry in Germany; by H. F. Merritt. 

China, Trade and industrial conditions in; by Charles Denby. 

Commercial schools in Saxony, Enlargement of; by J.C. Monaghan. 

Cotton, Cultivation of, in Russia; by John Karel. 

Currency of Austria-Hungary; by Max Judd. 

Jycle-tube trade of Birmingham; by G. F. Parker. 

Electric lighting of railway trains; by D. W. Maratta. 

English industries and German competition; by J.C. Monaghan. 

Farm indebtedness in Bavaria; by ‘I’. E. Moore. 

Flax trade, Russian; by John Karel. 

Foreign reports and publications. 

forests of Saxony; by J.C. Monaghan. 

German export houses, Address book for; by J. C. Monaghan. 

German exports to United States; by Charles de Kay. 

German fears of American competition; by W. D. Wamer. 

German laws, Revision of; by J. C. Monaghan. 

German trade, Government aids to; by H. F. Merritt. 

Improvement in; by H. F. Merritt. 

German training for trade; by W. D. Wamer. 

German v. American trade methods; by J.C. Monaghan. 

Germany, American trade methods in; by E. W. S. ‘Tingle. 

—— Census of; by T. E. Moore. 








by Charles de Kay. 
— Prices in; by W. C. Dreher. 
Glass industry of Germany; by J.C. Monaghan. 
Gold, Receipts of, at Melbourne mint; by D. W. Maratta. 
Gold ores, Treatment of, in Australia; by D. W. Maratta. 
Grain and flour trade, Russian; by John Karel. 


Lack of information in, about United States; proposed American journal, 


Great Siberian Railway, Progress of; by H. H. D. Peirce and John Karel. 


Haiti, Trade and finances of; by H. M. Smythe. 

Hawaiian Islands, Act to provide for registration in. 

— Exports from; by Ellis Mills. 

Hop crop of 1895, Russian; by John Karel. 

Horses, American, in Germany; by George Keenan. 
os Bank of Germany; by J. C. Monaghan. 
India-rubber industry; by H. F. Merritt. 

Industrial schools, Imperial aid to; by J. C. Monaghan. 
Iron and steel manufacture, German v. British; by F. H. Mason. 
Iron industry of Russia; by John Karel and T. M. Stephan. 
Iron ore, American, in Germany; by H. F. Merritt. 

—— Production of, in Germany; by T. M. Stephan. 

Japan, German advertising in; by J. C. Monaghan. 
Lead-pencil manufacture in Germany; by T. M. Stephan. 
Liquid air, Industrial use of; by H. F. Merritt. 

Meats, American, German criticisms of; by W. D. Wamer. 


Merchant marine, British and German, translation; by T. M. Stephan. 


Mineral wool, How made; by H. F. Merritt. 

New South Wales, Fiscal changes in; by G. W. Bell. 

a. Industries and trade of; by Stewart Keightley. 
otes 
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Consular Reports—Continued. 


Contents—Continued. 
Railways, German; by J. C. Monaghan. 
Raisins, Manuiacture of wine from; by John Karel. 
Russia, commercial treaty with Japan; by John Karel. 
effects of commercial treaty with Germany; by T. E. Moore. 
Savings banks of Saxony; by J. C. Monaghan. 
Saxon industries, Guide to; by J.C. Monaghan. 
Scythe industry, Austrian; by T. M. Stephan. 
Servia, decline of the wine industry; wheat crop of 1895; by E. P. T. Hammond. 
Siberia, New railway for; by John Karel. 
Silk, raw, Production of, in Russia; by John Karel. 
Spain, Damage to crops in; by D. N. Burke. 
— End of drought in; demand for wheat; by A. F. Fay. 
Sugar bounties, International conference on; by H. F. Merritt. 
Tobacco, Production of, in Germany; by T. E. Moore. 
—— Sumatra, for United States; by Henri Dentz. 
Tobacco planting in Germany; by T. M. Stephan. 
Vintage, Rhine, of 1895; by Perry Bartholow. 
Wall paper in Germany, translation from report of Berlin Chamber of Commerce ; 
by T. M. Stephan. 
Wire-nail industry of Germany; by H. F. Merritt. 
Wool, New South Wales, for 1895; by G. W. Bell. 
Wool production, Decrease of, Australasia; by D. W. Maratta. 
Yarns, American cotton, for Germany; by F. H. Mason. 


Same, advance sheets of July number, June 26, 1896. 21. 


Contents: 
Orange crop of Mexico; by T. T. Crittenden. 
Oranges and lemons in Sonora; by F. W. Roberts. 





Treasury Department 


Decisions [of Department and Board of General Appraisers| under tar- 
iff, immigration, and navigation laws, ete., Apr. 1896; 16999-17083. 
287-350, ix pp. (Dept. doc. 1857.) [Monthly.] 

Draft of joint resolution to authorize use of certain moneys for Revenue- 
Cutter Service, 1896. June 6, 1896. 1p. (House Doc. 403.) 

Reply toinquiries in regard to bonds and currency. June5, 1896. 7 pp. 
(House Doc. 400.) 

Response to resolution calling for report of T. A. Byrne on alleged 
undervaluation of merchandise imported into this country. June 3, 
1896. 1p. (Senate Doc. 299.) ‘ 

Response to resolution, report of officer in charge of administration of 
eustoms at Cotton States and International Exposition, Atianta. 
May 12,1896. 116 pp. (Senate Doc. 255.) 

Statement of documents received and distributed by Department, Jan. 
1-Dec. 31, 1895. June 5d, 1896. 4 pp. (House Doc. 401.) 


APPOINTMENTS DIVISION 


Civil service classification, Treasury Department. June 13,1896. 2 pp. 
4° (Dept. circ. 92, 1896.) 

[Communications from all bureaus and divisions of Treasury Department 
to Civil Service Commission to be made through Appointments 
Division.] June 25, 1896. 1p.4° (Dept. cire. 104, 1896. ) 

Reports of passenger movements [to be forwarded to Statistics Bureau]. 
June &, 1896. 1p.4° (Dept. cire. 87, 1896.) 


APPRAISERS 


a Board of General Appraisers [G. A. 3505-3545] ; May 20-June 

16, 1896. 

Reappraisements of merchandise by general appraisers during week 
ending May 2-29, 1896. 4° (Dept. circ. 74, 79, 83, 88, 93, 1896. ) 
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BOOKKEEPING AND WARRANTS DIVISION 


Comparative statement of receipts and expenditures of United States 
[for month and 11 months ending May 31, 1895 and 1896]. 1 p. obl. 8 
(Form 109.) [Monthly.] 

Statement of condition of Treasury and receipts and expenditures of 
Government, June 1-30, 1896. Each 1p. f° (Form 166.) [Daily, 
except Sundays and holidays. } 

Statement of public debt and of cash in Treasury, May, 1896. 1 p.f° 
[Monthly. ] 

COAST AND GEODETIC SURVEY 


Note.—The Charts, Coast Pilots,and Tide Tables of the Coast and Geodetic 
Survey are sold at the oftice of the Survey, in Washington, and also by one or 
more sales agents in each of the important American seaports. The Notice to 
Mariners may be had free at these agencies, at all United States custom-houses, 
at the branch hydrographic offices ot the Navy Department, and at the oftice of 
the Coast Survey. 

Alaska; general] information relating to vicinity of Chatham and Peril 
straits and Cooks Inlet and region to westward; compiled by Hugh 
Rodman. 1896. p. 135-170. (Bull. v. 2, no. 35.) 

Notice to Mariners, 207; May, 1896. 18-+ [2] pp.4° [Monthly.] 

Notre.—Contains chart corrections, lists of new charts, canceled editions, ete. 


Statement of expenditures, 1895. June6, 1896. 21 pp. (House Doc. 402.) 


Charts 


[Alaska] north west coast of America, sheet 2, Dixon Entrance to Cape 
St. Elias; chart 8000. Scale 1:1,200,000. June, 1896, first published 


1868. 25 x 34 in. 50¢ 
[Atlantic coast] Nantucket Shoals to Montauk Point; chart 51. Mer- 
sator projection. [New edition.] June, 1896. 33 x 42 in. 50¢ 
Boston Bay and approaches; chart 109. Scale 1:80,000. June, 1896, 
first published 1872. 30 x 39 in. 50¢ 


Note.—Also published with chart 110, with title Massachusetts Bay with Coast 
from Cape Ann to Cape Cod. 


Humboldt Bay, Cal.; chart 5832. Scale 1:30,000. June, 1896, first pub- 


lished 1886. 31 x 25 in. 50e 
[Long Island] Block Island to Napeague Beach, N. Y.; chart 117. Scale 
1:80,000. June, 1896, first published 1857. 26 x 38 in. 50e 
New Haven Harbor, Conn.; chart 362. Scale 1:20,000. May, 1896, first 
published 1875. 37 x 25.7 in. 20e 


St. Michael Bay, Alaska, scale 1: 20,000, with sub-sketch, Pt. Romanof 
to St. Michael, scale 1: 200,000; chart 9375. June, 1896. 34.7 x 32.5 
and 13.2 x 14.9 in. 50¢ 


COMPTROLLER OF CURRENCY 


Abstract of reports showing condition of national banks, May 7, 1896. 
obl. 8° 
Note.—Issued 5 times a year. Each set consists of 78 sheets, 1 each for every 
State and Territory and for 26 ‘‘reserve cities,’ 1 sheet for trust, loan, and mort- 
gage*companies in Washington, and 1 containing summary. Houston, Tex., was 
approved as the 26th reserve city, Apr. 16, 1896. 
Bulletin 163-167; June 1-29, 1896. 4° [Weekly.] 
Note.—Contains notices of changes in officers of national banks, list of new 
banks, liquidations, etc. 


CUSTOMS DIVISION 


Conneaut, Ohio, a subport of entry [act of Congress making]. May 28, 
1896. 1lp.4° (Dept. circ. 78, 1896.) 

Erie, Pa., a port of immediate transportation [act of Congress making]. 

June 17,1896. 1p.4° (Dept. cire. 95, 1896.) 
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Free return of articles exported from United States for exhibition pur- 
poses. June 6, 1896. 2pp. (Dept. circ. 86, 1896.) 

Manufactured articles exported by manufacturer for benefit of draw- 
back. June 19, 1896. 1 p.4° (Dept. circ. 96, 1896.) 

No reliquidation required of entries of currants liquidated free under 
decision of Board of General Appraisers of Apr. 1, 1895, G. A. 3028, 
prior to decision of United States circuit court holding currants 
dutiable. May 27, 1896. 6 pp. 4° (Dept. circ. 77, 1896.) 

Numbering of entries of imported goods. June 25, 1896. 1 p.4° (Dept. 
cire. 99, 1896.) 

Ports of delivery at Pueblo, Durango, and Leadville, Colo. [act of Con- 
gress establishing]. June 3, 1896. 1 p.4° (Dept. circ. 80, 1896.) 

Subports of entry and delivery in Florida [act of Congress providing 
for]. June 17, 1896. 1p.4° (Dept. cire. 94, 1896.) 

Syracuse, N. Y., a port of delivery [act of Congress constituting]. June 
3, 1896. 1p.4° (Dept. cire. 81, 1896.) 


INTERNAL REVENUE OFFICE 


Calling for distillers’ statements showing names of persons authorized 
to sign for them, and for different names under which they operate. 
June 10,1896. 1p.4° (Cire. 461.) 


Regulations concerning tare of spirit packages. June 25, 1896. 4 pp. 4° 
(Cire. 462.) 
LIGHT-HOUSE BOARD 


Bulletin of recent changes in aids to navigation 61; June 1, 1896. 14+ 
[2] pp. 4° [Monthly.] ; 
Note.—Contains notices of changes in lights and fog signals, beacons and buoys. 
List of lights and fog signals on Atlantic and Gulf coasts of United 
States; corrected to Jan. 1, 1896. 224 pp. il. 
Notice to Mariners 84-100; June 5-26, 1896. f° 
Nore.—Contains notices of establishment of new lights, light-vessels, and steam 
whistles, changes in buoyage, etc. There are two editions of no. 96, dated 
respectively June 19 and June 20. 
Specifications for gaslighting apparatus for Mobile Ship-Channel lights, 
Ala. 1896. 20 pp. 4° 
Specifications for illuminating gas for Mobile Ship Channel lights, Ala. 
1896. 18 pp. 4° 


LOANS AND CURRENCY DIVISION 


Registered bonds caveated upon books of Treasury Department, June 
1, 1896. 1p. f° 
Statement showing amounts of gold and silver coins and certificates, 
United States notes, and national bank notes in circulation June 1, 
1896; changes in circulation, May, 1896; changes in money and 
bullion in Treasury, May, 1896. 1 p. f° 
Norte.—Estimated population June 1, 1896, 71,263,000; circulation per capita, 


$21.35. 
MARINE-HOSPITAL SERVICE 


Contracts for care of seamen [1897]. June 18, 1896. 12 pp. 4° (Dept. 
cire, 85, 1896. ) 


Public Health Reports, formerly Abstract of Sanitary Reports, v. 11, no. 
23-26; June 5-26, 1896. p. 503-596. [Weekly.] 


Nore.—This publication, showing health conditions in various parts of this and 
other countries, as reported by the ofticers of the Marine-Hospital Service and 
others, is for gratuitous distribution, but the edition is limited, and the document 
is intended only for health officers and other persons interested in sanitary affairs. 
To obtain it application should be made to the Supervising Surgeon-General of 
the Marine-Hospital Service, Treasury Department. . 
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NAVIGATION BUREAU 


Clearances of vessels proceeding foreign via domestic port. June 5, 1896. 
1 p.4° (Dept. circ. 84, 1896.) 

Inspection of meats exported [order of Department of Agriculture post- 
poning certification to Mar, 15, 1897]. June 25, 1896. 1lp.4° (Dept. 
circ, 101, 1896.) 


PUBLIC MONEYS DIVISION 


Proper disposition of certificates of deposit. June 11, 1896. 3 pp. 4° 
(Dept. circ. 89, 1896. ) 

Regulations for deposits of public moneys. June 12, 1896. 2 pp. 4° 
(Dept. circ. 90, 1896.) 


REVENUE-CUTTER SERVICE 


Allotments. June 22,1896. 1p. 4° (Cire. 66; Dept. circ. 97, 1896.) 

General orders [25]; June, 1896. 4 pp. (Treas. Dept. doc. 1859.) 

Routine, details, and duties of cadets, practice ship Chase. 1896. 71. 

Rules and regulations governing course of instruction on practice ship 
Chase. 1896. 141]. (Treas. Dept. doc. 1862.) 

Special order 16-20. 4° [No. 16-17 have title, Orders. } 


Charges, findings, etec., in case of— 
Daniels, George M., 2d lieutenant. No. 18. Apr. 16, 1896. 1 p. 
De Reamer, George M., 2d assistant engineer. No. 17. Jan. 23, 1896. 1p. 
Dorry, J. E., Ist assistant engineer. No. 19. Apr. 16, 1896. 1p. 
Hay, W. H. 0., 3d lieutenant. No. 16. Dec. 12, 1895. 1 p. 
Healy, Michael A., captain. No. 20. June 8, 1896. 3 pp. 


SPECIAL AGENTS DIVISION 


Certificates of Chinese [opinions of Attorney-General]. June 4, 1896. 
3 pp.4° (Dept. cire. 82, 1896.) 


STATIONERY, PRINTING, AND BLANKS DIVISION 


Catalogue of title entries of books and other articles entered in office 
of Librarian of Congress under copyright law, May 25-29, 1896; 
no. 256. 24 pp. 4° 

Same, June 1-6; no. 257. 30 pp. 4° 

Same, June 8-13; no. 258. 23 pp. 4° 

Same, June 15-20; no. 259. 22 pp. 4° 


Note.—This publication, prepared by the Librarian cf Congress, is published 
by the Treasury Department, but is not sold by that Department, nor by the 
Librarian. Those desiring it must subscribe at the oftice of the collector of cus- 
toms for the district in which they live. The price is $5.00 per year. 


STATISTICS BUREAU 


Changes in statistical schedules A, B, and E, classification for returns of 
imported and exported commodities. May 5, 1896. 6 pp.4° (Dept. 
circ. 69, 1896.) 

Foreign commerce in merchandise of principal foreign countries, 1885- 
1894. [1896.] 11 pp. 1 pl. 4° 

Imports and exports for month and 11 months ending May, 1895 and 
1896. 1p. : 

Monthly Summary of Finance and Commerce of United States, no. 10, 
ser. 1895-96; Apr. corrected to June 1, 1896. p. 1219-1343, 3 pl. 4° 
(House Doc. 398:) [Continuation of Finance, Commerce, and Immi- 
gration, with title changed as above.] 20c single copy, $2.4C a yr 
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Principal articles of domestic exports, May, 1896. 8 pp. 4° (Bull. 11, 
ser. 1895-96.) 
Nore.—Exports of breadstuffs, cotton, mineral oils, and provisions. 


Wool clip of United States, 1887-95. [1896.] 6 pp. 1 pl. 4° 
TREASURER OF UNITED STATES 


Monthly statement, paper currency of each denomination outstanding 
May 31, 1896. 1p. obl. 32° 

Revocation of circular requiring charges for transportation of national- 
bank notes for redemption to be paid by senders. June 13, 1896. 
lp. 4° (Cire. 65; Dept. circ. 91, 1896.) 


War Department 


ADJUTANT-GENERAL 


Appointments, promotions, retirements, transfers, casualties, etc., of 
commissioned officers of Army, recorded during week ending June 
6-27, 1896. 

Circular, Army, 7; June 4, 1896. 1 p, 

Discharge of enlisted men by purchase; outline figure cards. 

Enlis:ments for line of Army, May, 1896. 4 pp. [Monthly.] 


General orders 22-27, 1896. 
Aides-de-camp on staff of Major-General Commanding Army. No.22. June 12. 
1p. 
Ammunition, Gallery practice; breech-loading field guns; horse and mule shoes, 
etc.; cavalry bit. No. 23. June 13. 3 pp. 
Douglas, Fort, Military reservation of, enlarged; part of military reservation of 
Fort. Macomb transferred to Secret ary of Interior; monthly payments at Fort 


Ca 


Crook to be made by paymasters in person. No. 26. June 27. 1p. 

Mexico, Agreement with, providing for re — al crossing of boundary in pur- 
suit of hostile Indians. No.24. June 19. PP. 

Price of clothing, equipage, etc., for Army. No. 25. June 24. 21 pp. 

Saluting charges for 32 in. B. L.rifle and 8 oy "io in. smoothbore guns; toilet 
articles for prisoners, recruits, ete. No. 27. June 30. 2 pp. 


Monthly list of offivers subject to deduction of pay by reason of absence, 
furnished for information of Paymaster-General, June 30, 1896. 
1 p. obl. 8° 
Special orders 128-153; June 1-30, 1896. 
NOTE.—Give notice of resignations, transfers, discharges, leaves of absence, 
changes at stations, details of officers, relief, ete. 


Stations of Army, posts and troops stationed there, June 3, 1896. 1 p. 
obl, f° 


United States Army Directory, June, 1896. 39 pp. [Monthly.] 10¢ 


CHICKAMAUGA AND CHATTANOOGA NATIONAL PARK 
COMMISSION 


[Law governing erection of monuments in park.] June 26, 1896. 1 p. 4° 
ENGINEERS 
Circular 6-8; June 19, 24, 29, 1896. 


Norte.—Circulars usually contain only regulations for details of routine business 
of Department. No.8 contains classification of employees under new civil service 
rules. 


General orders 4; June 8, 1896. 1p. 
Supplemental instructions for preparing annual reports of oflicers. 
Special orders 15-17; June 2, 13, 26, 1896. 


Note.—Consist of orders for leaves of absence and assignments to duty. 
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LIBRARY 


Index of publications, articles, and maps relating to Mexico, in library ; 
A. W. Greely, in supervisory charge; David Fitz Gerald, librarian. 
1896. v,120 pp. (Subject catalogue 3.) 

Contents: 
French intervention and Maximilian period. pt. 4. 
General literature. pt. 1. 
Interoceanic canals and railroads. pt. 2. 
Mexican War, 1846-48, and Texan-Mexican War. pt. 3. 

Same, pt. 4; foreign intervention and Maximilian epoch. 1896. p. 

105-120. 


ORDNANCE AND FORTIFICATION BOARD 


Response to resolution, statement relative to action of Commanding 
General of Army and Secretary of War in relation to Lewis range 
and position finder, June 11, 1896. 2 pp. (Senate Doc. 313.) 


ORDNANCE OFFICE 


Equipment, exclusive of ammunition, for a four 3.2-in. field gun battery, 
with combined battery wagon and forge; also supply table of ord- 
nance stores for care of a four-gun battery of light artillery, 3.2-in. 
rifles. [Revised May 21, 1896.] 12 pp. 

Instructions to bidders and specifications for 6-pounder rapid-fire guns, 
with mounts, ammunition, ete. [June 1, 1896.] 6 pp. 


Instructions to bidders and specifications governing manufacture of 
10-in. disappearing gun carriages,model of 1896. [June 4, 1896.] 6 pp. 

Ordnance Orders 4; June 1, 1896. 1p. 
Commanding officers must, in many eases, decide what constitutes an extraor- 

dinary emergency. 

Response to resolution, report relating to Lewis range and position 
finder. May 23, 1896. 32 pp. (Senate Doc. 282.) 

Specifications governing manufacture and inspection of armor-piercing 
shot. [May 28, 1896.] 12 pp. 

Specifications governing manufacture and inspection of deck-piercing 
and torpedo shell, steel. Revised May 28, 1896. 19 pp. 


QUARTERMASTER-GENERAL 


Specifications, 405-406, for— 
Shelter tents, halves. No. 405. June 1, 1896. 2 pp. 
Uniform dress coats. No. 406. June 4, 1896. 2 pp. 


WAR RECORDS OFFICE 


War of the Rebellion, a compilation of official records of Union and 
Confederate armies. Ser. 1, v. 48, pt. 1. (House Doc. 369, pt. 1.) 


Not*.—This has appeared also in a bureau edition without the document num- 
ber. For full entry see May catalogue, p. 60. The volumes of this set are sold at 
50c. to 90c. per volume. Address Maj. George W. Davis, War Records Oftice, 
War Department. 

Same, atlas. [1896.] 3 pl. f° (House Mis. Doc. 261, pt. 36, 52d Cong. 
Ist sess. ) , 
Contents: 
Plate 135 A. General Grant’s proposed lines of operations in campaigns of 1864. 
Plate 135 B. Franklin, ‘Tenn., Nov. 30, 1864; battlefiela of Droop Mountain, W. 
Va., Nov. 6, 1863; battle ground near White Sulphur Springs, W. Va., Aug. 
26-27, 1863; Fort Anderson, N. C., Feb. 19, 1865; Savannah and Wright Rivers, 


Plate 135 C. Western Virginia, Averell’s expeditions, 1863; vicinity of New 

Creek Station, W. Va., Aug., 1863; tete-de-pont and battle of Big Black Bridge 
Miss., May 17, 1863; Battlefield of Baker's Creek, Miss., May 16, 1863; tield 
works at Franklin, Tenn., Nov. 30, 1864. 
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Navy Department 


Circular 72; May 15, 1896. 16 pp. 
Target practice record, quarter ending Mar. 31, 1896. 
General court-martial order 44-46, 1896. 
Charges, findings, and sentence in case of— 
Chisholm, Thomas, private. No. 46. May 4. 2 pp. 
MelIsaac Rodrick, ordinary seaman. No. 44. Mayl. 2 pp. 
O’Brien, Frank, coal passer. No. 45. May1. 3 pp. 
General order 459, 460, 462. 1896. 
Marine Corps, Record of officers of, to be taken into considerationin examinations 
for promotion. No. 462. June 15. . 
Ordnance and divisional officers, Responsibilities of, as to care of armament of 
vessels. No. 460. May 27. 3 pp. 
Punishment by courts-martial, Limitations of. No. 459. May 25. 10 pp. 


Special circular 24-26; Dec. 23, 1895-June 16, 1896. 

Norte.—Special circulars usually contain unimportant details of interest only 
to the service. No. 25 contains regulations for distribution of appropriation for 
naval militia. 

Special order 46; June 16, 1896. 1p. 


Regulations for purchase of supplies for vessels on foreign stations. 


NAVAL WAR RECORDS OFFICE 


Official records of Union and Confederate navies in the War of the Re- 
bellion; published by Richard Rush and Robert H. Woods. 1896. 
Ser.1,v.3. xviii, 936 pp.7 pl. map. (House Doc. 379.) 65¢ 

Contents : 
Operations of the cruisers, Apr. 1, 1864—Dec. 30, 1865. 


NAVIGATION BUREAU 


Useful tables from American practical navigator [by Nathaniel] Bow- 
ditch. Revised edition. 1896. xi pp. + p. 199-467, 45, 622-7. ({H. 
QO. Pub. 13.]). $1.25 


HYDROGRAPHIC OFFICE 


Note.—The Charts, Sailing Directions, etc., of the Hydrographic Office are sold 
by the Office in Washington and also by agents at the principal American and 
foreign seaports and American lake ports. Copies of the Notice to Mariners, 
Hydrographic Bulletin, and Notice to Mariners for the Great Lakes are supplied 
free on application at the Hydrographic Office in Washington, and at the branch 
offices in Boston, New York, Philadelphia, Baltimore, Norfolk, Savannah, New 
Orleans, San Francisco, Portland (Oreg.), Port Townsend, Chicago, and Cleveland. 
The same offices also supply the Light List and the Beacon and Buoy List issued 
by the Light-House Board. 

It should be noted that there are four kinds of Notices to Mariners—one issued 
at frequent but irregular intervals by the Light-House Board (Treasury Depart- 
ment), one issued monthly by the Coast Survey (Treasury Department), and two 
by the Hydrographic Office (Navy Department), one of these last being weekly 
for the ocean and the other monthly for the Great Lakes. 


Hydrographic Bulletin, weekly, 353-356; June 3-24, 1896. Each 1p. f° 
Nore.—Contain accounts of obstructions and dangers along the coast and the 

principal ocean routes, ete. 

Notice to Mariners, weekly, 23-26; June 6-27, 1896. 1. 179-223. 

Notice to Mariners for the Great Lakes, monthly, 4; June 15, 1896. 
20-30 ++ [5] 1. 

Tables showing local mean time of sun’s visible rising and setting for 
each degree of latitude between 60° N. and 60°8., aud for each 


degree of sun’s declination; by George Wood Logan. 1896. 24 pp. 
4° ({H. O. Pub.]j 111.) 
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Charts 


Atlantic coast from Belle Isle to New York, including Gulf of St. 
Lawrence, compiled from latest information; chart 1412. Seale 1° 
long. =1.3in. June, 1896. 25.8 x 40.5 in. $1.00 


Barranca and Supe Bays, Peru, from British survey, 1836, scale naut. 
m.=2in., with plan of Culebras Cove, from British survey, 1865, 
scale naut. m.=4 in.; chart 1544. June, 1896. 11.4x9.4 and 
4.2 x4 in. 25e 

Detroit River from Detroit River (Bar Pt.) Light-house to Mamajuda 
Light-house, from survey, 1894, by U.S. S. Michigan, scale naut. 
m.= 3.45 in.; with plan of Limekiln Crossing, scale naut. m.=6.9 
in.; chart 1480. June, 1896. 41.1x 31 and 21.4-x11.1 in. $1.00 


Owashi Wan, [or] Rodney Bay, south coast of Honshu, Japan, from 
British survey, 1870; chart 1545. Scale naut,m.—2in. June, 1896. 
13.3 x 18.6 in. 25¢ 

Pacific Ocean, compiled from latest information; chart 1500. Scale 10° 
long. =2in. June, 1896. 33.8 x 40.8 in. $1.25 

Pelée Passage, Lake Erie, from survey, 1895, by U.S. 8. Michigan; chart 
1543, Scale 1:15,000. June, 1896. 35.5x 48 in. $1.50 


Pilot chart of north Atlantic Ocean, July, 1896; chart 1400. 21 x 32 in. 


Note.—Monthly. Contains, in addition to sailing routes, ete., Locations of fish- 
ing fleets, July and August, 1896; Transatlantic steamship routes ; Equator cross- 
ings for sailing passages in Pacific Ocean; Late ice reports; List of charts pub- 
lished, etc., May 3l-June 30; Forecasts and review of weather; Isobars and 
isotherms for July. 


Pilot chart of north Pacific Ocean, July, 1896; chart 1401. Scale 1° 

long. =.2in. 20.7 35.3 in. 20¢ 

NoTe.—Monthly. Contains, in addition to sailing routes, etc., Forecast of wind 

and weather; Storm tracks in July of previous years; Fishing banks; List of 

charts published, etc., May 22-June 22; Isobars and isotherms for July; Wind 

— weather in Gulf of California; Equator crossings for sailing passages in the 
tlantic. 


South Chicago, Lake Michigan, from survey, 1892, by U.S. 8. Michigan, 
with additions from Lake Survey charts; chart 1467. Scale 





1:31,680. June, 1896. 39.8 x 27.1 in. $1.00 
Vancouver Island, Anchorages on west coast of; chart 1541. June, 1896. 
16.5 x 15 in. 25¢ 


Entrance Anchorage, Eastern Channel, Barclay Sound, from British survey, 1861. 
Scale naut.m.=dsin. 6.9 x 7.5 in. 

Hecate Cove, [or] Kagoagh Bay, Quatsino Sound, from British survey, 1862. 
Scale naut. m.—6in. 6.9x 7.5in. 

Koprino Harbor, Quatsino Sound, from British survey, 1862. Scale naut. m. = 
6in. 9.6x 7.5 in. 

Stamp Harbor, Alberni Channel, Barclay Sound, from British surveys, 1861 and 
1892. Scale naut.m.=4in. 9.6x 7.5 in. 


Justice, Department of 


Response to resolution, judgments rendered in Court of Claims in favor 
of claimants [in Indian depredation cases], June 1, 1896. June 3, 
1896. 1p. (Senate Doc. 300.) 

Same, supplemental list, June 3, 1896. 1p. (Senate Doc. 301.) 
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Post-Office Department 


Nore.—The Department sells the volume of Postal Laws and Regulations at 
42c. For post-route maps, see below, Topographer. 
United States Official Postal Guide, v. 18, no. 6; June, 1896. Philadel- 
phia. 35 pp. [Monthly.] $2.00 a yr 
Nore.—No. 1, Jan., for each year, is what is usually known as the Postal Guide, 
no. 2-12 being additions and corrections. The Postal Guide is sold by George F. 
Lasher, the contractor for the printing, 147 10th street, Philadelphia. 


FOREIGN MAIL SERVICE 


Schedule of steamers appointed to convey United States mails to foreign 
countries during July, 1896. lp. f° [Monthly.] 


RAILWAY MAIL SERVICE 


Daily bulletin of orders affecting postal service, v. 17, no. 4955-4980; 
June 1-30, 1896. f° [Daily except Sundays and holidays. ] 


TOPOGRAPHER 


NorTe.—Size of the different maps varies from 36 x 38 in. to63x53in. Sometimes 
in 2 or4 sheets. Quarterly. Orders for these maps should be addressed to the 
Disbursing Clerk, Post-Oftice Department, and money orders should be made pay- 
able to him. 

Post-route map of Alabama, showing post-offices, with intermediite dis- 
tances and mail routes in operation on June 1, 1895. Scale 85 m.= 
lin. 80c, mounted $1.60 

Same, Alaska. Scale 68 m.—1 in. 80c, mounted $1.60 

Same, Arkansas, Indian and Oklahoma Territories. Scale 10 1n.—1 in. 

$1.60, mounted $2.50 

Same, California and Nevada. Scale 12 m.=—1 in. $3.20, mounted 4.20 

Same, Colorado. Scale 7.5 m.=1 in. $1.60, mounted $2.50 

Same, Delaware, Maryland, and District of Columbia. Scale 6m.—1 in. 

80c, mounted $1.60 


Same, Florida. Scale 12 m.—1 in. $1.60, mounted $2.50 
Same, Georgia. Scale 8.5m. =1 in. 80c, mounted $1.60 
Same, Illinois. Scale 8.33 m.=1 in. 80c, mounted $1.60 
Same, Indiana. Scale 8 m.=1 in. 80c, mounted $1.60 
Same, Iowa. Scale 8 m.—1 in. 80c, mounted $1.60 


Same, Kansas and Nebraska. Scale l10m.=1in. $1.60, mounted $2.50 
Same, Kentucky and Tennessee. Scale8m.—1in. $3.20, mounted $1.20 


Same, Louisiana. Scale 10 m.—1 in. 80c, mounted $1.60 
Same, Maine. Scale 8.5 m.—1 in. 80c, mounted $1.60 
Same, Michigan and Wisconsin. Scalel0m.—1Lin. $1.60, mounted $2.50 
Same, Minnesota. Scale 10 m.=—1 in. 80c, mounted $1.60 
Same, Mississippi. Scale 8.5m.=1in. 80c, mounted $1.60 
Same, Missouri. Scale 9 m.=1 in. 80c, mounted $1.60 


Same, Montana, Idaho, and Wyoming. Scale 15 m.=1 in. 





$1.60, mounted $2.50 

Samé, New Hampshire, Vermont, Massachusetts, Rhode Island, and Con- 
necticut. Scale 6 m.=—1 in. $1.60, mounted $2.50 
Same, New Jersey. Scale 4 m.—1 in. 80c, mounted $1.60 


Same, New Mexico and Arizona. Scale 13 m.=1 in. 
$1.60, mounted $2.50 


Same, New York. Scale 6 m.=1 in. $3.20, mounted $4.20 
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Post-route map of North and South Carolina. Scale 8 m.=1 in. 


$1.60, mounted $2.50 


Same, North and South Dakota. Scale 10 m.=1 in. 


$1.60, mounted $2.50 


Same, Ohio. Scale 8 m.=1 in. 80c, mounted $1.60 
Same, Oregon and Washington. Scale 10 m.—1 in. 


$1.60, mounted $2.50 


Same, Pennsylvania. Scale 6 m.—1 in. $3.20, mounted $1.20 
Same, Texas. Scale 12.5 m.=1 in. $3.20, mounted $4.20 
Same, Utah. Scale 10 m.—1 in. 80c, mounted $1.60 


Same, Virginia and West Virginia. Scale 8 m.—1 in. 


$1.60, mounted $2.50 


Interior Department 


Note.—The Decisions of the Department of the Interior in land cases and in 
pension cases are issued in slips and signatures, and in bound volumes at prices 
ranging from $1.05 to $1.45 per volume. Subscribers may deposit $1.00 in the De- 
partment and receive the contents of a volume of the Decisions in separate parts 
as they appear. Of the Land Decisions usually two volumes are issued yearly, 
while the Pension-Decision volumes appear at longer intervals, sometimes more 
than two years apart. 


Acknowledgment of receipt of resolution relative to suspension of time 


for payment upon lots in certain’ blocks in Port Angeles, Wash, 
June 9, 1896. 1p. (Senate Doc. 310.) 


Decisions in appealed pension and bounty-land claims [v. 8], slips 63-69 


published separately. 


Attorney ; fee; fund; benefits. No. 65. Apr. 13, 1896. 4 pp. 

Declarations: act June 27, 1890, and Mar. 6, 1896. No. 69. June 17, 1896. 7 pp. 

Insane or helpless minors ; limitation ; act June 27, 1890. No. 66. Apr. 18, 1896. 3 pp. 

Jurisdiction ; divorce; decree; judge’s minutes. No.63. Apr. 10, 1896. 4 pp. 

eee act of Mar. 3, 1879; orphan brothers and sisters. No. 64. Apr. 10, 
1896. 2 pp. 

Reimbursement; clerical error. No. 67. May 9, 1896. 4 pp. 

Service ; travel pay ; act July 27, 1892; disbandment. No. 68. May 9, 1896. 4 pp. 


Table of cases: 


Bradford, Thomas S. No. 65. Apr. 13, 1896. 4 pp. 

Disbrow, Joseph, Minor of. No. 66. Apr. 18, 1896. 3pp. 

Durkee, James J. No. 69. June 17, 1896. 7 pp. 

Holmes, Mary, widow. No. 63. Apr.10, 1896. 4 pp. 

Steenberge, ArtemusJ. No. 67. May 9, 1896. 4 pp. 

Sutton, Alexander, Minor sisters of. No. 64. Apr. 10, 1896. 2 pp. 
Swann, Margaret M., widow. No. 68. May 9, 1896. 4 pp. 


Decisions of Department and General Land Office in cases relating to 








public lands, v. 22, signatures 20-29 published separately. p. 305-464. 
Abandoned military reservation; Fort Abraham Lincoln, p. 456. 
Alaska; lands of the Greco-Russian church, p. 330. 

Alienation; act of Oct. 1, 1890, p. 375. 

Arid lands; reservoir site; homestead entry, p. 370. 

Coalland; purchase of possessory right, p. 306. 

Confirmation; mission claim; act of Mar, 2, 1853, p. 365. 
Contest; practice; costs of proceedings; motion to dismiss, p. 419 
— relinquishment; 2d contestant; intervening entry, p. 346. 
—— res judicata; reservoir lands, p. 324. 

2d; heirs of homesteader; relinquishment, p. 415. 
Desert-land entry; assignment; relinquishment, p. 369. 
compactness; character of land, p. 412. 

Final proof; amended rule 53; alienation, p. 328. 

—— practice; notice, p. 436. 

Homestead contest; compliance with law, p. 422. 

— death of entryman; notice, p. 446. 

—— divorced woman, p. 357. ; 

Homestead entry; final proof; heirs, p. 426. 

— heirs: administrator; final proof, p. 403. 

—— soldier's widow; residence, p. 351. 

—— 2d; adverse claimant, p. 380. 


6172.—No, 18-——3 
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Decisions of Department and General Land Office, ete.—Continued. 


Mining claim; adverse claim; judicial proceedings, p. 343. 
discovery ; reconveyance of patented lode, p. 362. 
—— improvements; certificate of surveyor-general, p. 339. 
—— known lode within placer, p. 317. 
placer location, discovery, p. 409. 
—— protest; final judgment; equitable action, p. 318. 
Okishoma lands; Cherokee Outlet; settlement rights, p. 310. 
Oklahoma tuwn site; patent; public reservation, p. 367. 
Practice; appeal; attorney, p. 434. 
contestant; cost; interest of Government, p. 462. 
continuance; simultaneous settlements, p. 382. 
—— notice of contest; service, p. 377. 
—— proceedings on report of special agent, p. 433. 
pro‘est; corroboration; timber-land entry, p. 345. 
Railroad grant; indemnity selection; designation of loss, p. 373. 
—— — specification of loss, p. 309. 
—— indemnity selections; homestead entry, p. 438. 
lands excepted ; bed of navigable river, p. 341. 
—— —— donation claim, pp. 308, 349. 
—— settlement right; residence, p. 408. 
Railroad lands; cash entry; act Mar. 2, 1889, p. 360. 
rehearing; soldiers’ declaratory statement, p. 392. 
—— residence; act of Jan. 23, 1896, p. 386. . 
—— sec. 3, act of Mar. 3, 1887, p. 429. 
—— sec. 5, act of Mar. 3, 1887, p. 459. 
—— sec. 3, act of Sept. 29, 1890, p. 442. 
Railroad right of way; reservation in patent; location, p. 451. 
Relinquishment; reinstatement; intervening claim, p. 398. 
Repayment; desert-land entry; initial payment, p. 314. 
rejected application to purchase, p. 322. 
—— timber-land entry, p. 337. 
School indemnity selection; mineral return, p. 402. 
School land; indemnity selection; double minimum land, p. 428. 
State selection; application, p. 385. 
Swamp land; transferees of the State, p. 372. 
Swamp-land claim; homestead entry, p. 440. 
Swamp-land grant; Indian reservation, p. 388. 
Timber-culture contest; compliance with law; costs, p. 312. 
Timber-culture entry; final proof, p. 350. 
Timber-land entry; amended application, p. 424. 
Umatilla cash entry; final proof; succession, p. 315. 
Table of cases: 
Agnew v. Morton et al., p. 415. 
Bashford v. Clark et al., p. 328. 
Bentley, William R., p. 314. 
Betts v. Shumaker, p. 402. 
Black Queen lode v. Excelsior No. 1 lode, p. 343. 
Bowies v. Fraizer, p. 310. 
California, pp. 402, 428. 
Childs v. Floyd, p. 442. 
Clapp v. Kellogg, p. 436. 
Cleland v. Vasquez heirs, p. 446. 
Cullom v. Helmer et al., p. 392. 
Davis, Joel E., et al , p. 438. 
Davison v. Alton et al., p. 398. 
Dickey, Ella L., p. 351. 
Faubare, Clarisse, p. 315. 
Ferguson, Eva Maud, p. 433. 
Florida Central and Peninsular Railroad Company v. Bell et al., p. 451. 
Garrett v. Southern Pacific Railroad Company, p. 373. 
Grinnell v. Southern Pacific Railroad Company, p. 438. 
Halling v. Central Pacific Railroad Company, p. 408. 
Hamilton v. Greenhoot et al., p. 360. 
Harrington, Benoni R., p. 380. 
Heggen v. Floyd, p. 462. 
Herth, William, p. 385. 
Hilliard v. Lutz, p. 324. 
Huffman v. Milburn etal., p. 346. 
Lesher v. St. Paul Catholic mission, p. 365. 
Maher v. Hollinsrake, p. 375. 
Marquam v. Waisanen, p. 440. 
Masten, E. C., p. 337. 
Milton et al. v. Lamb, p. 339. 
Minnesota, p. 388. 
Newton, Walter, p. 322. 
Nichols et al. v. Parks, p. 377. 
Northern Pacific Railroad Company v. Holtz, p. 309. 
Oregon and California Railroad Company v. Jones, p. 349. 
v. Kuebel, p. 308. 
Osborn et al. v. Knight, p. 459. 
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Decisions of Department and General Land Office, .te.—Continued. 
Table of cases—Continued. 
Owens et al. v. California, p. 369. 
Perry, Okla., p. 367. 
Phillips v. Sioux City and Pacific Railroad Company, p. 341. 
Pierce v. Bond, p. 345. 
Prouty v. Condit, p. 436. 
Reins v. Murray, p. 409. 
Reynolds v. Ramsdell, p. 312. 
Roberts v. Stanford, p. 419. 
Rogan, Owen, p. 370. 
Shafer v. Butler, p. 386. 
Smith et al. v. Miller, p. 372. 
Southern Pacific Railroad Company v. Baer, p. 429. 
Sovde, Gurine, p. 424. 
Steen, Elijah D., p. 434. 
Sugden v. Hinsworth, p. 357. 
Swain v. Kearney, p- 306, 
Town site v. Traugh 6: al., p. 434. 
Tracy v. Schoenau, p. 403. 
Valley lode, p. 317. 
Vinzant v. Forsyth, p. 422. 
Waller, Oscar, et al., p. 318. 
Wheeler, William H., p. 412. 
Willis, Eliza, p. 426. 
Winter lode, p. 362. 
Wood v. Beach, p. 382. 


Response to resolution, statement as to number of aliens employed in 
Department. June 11,1896. 1p. (Senate Doc. 312.) 


CENSUS 
Nore.--Orders for the publications of the 10th and 11th censuses (1880 and 1890) 


should be sent to the chief clerk of the Department of the Interior, indorsed 
“Document Division.” 


Condition of publications of 11th census. June 1, 1896. 3 pp. 


Report on manufacturing industries in United States at 11th census, 
1890; pt. 3, selected industries. 1895. vii, 725 pp. 4° (House Mis. 
Doc. 340, pt. 22, 52d Cong. Ist sess.) 85e 

NoteE.--For contents see catalogue for Apr. 1895. 


Report on real estate mortgages in United States at 11th census, 1890; 
Geurge K. Holmes and John S. Lord, special agents. 1895. vii, 
943 pp. il. 58 pl. map, 4° (House Mis. Doc. 340, pt. 23, 52d Cong. 
Ist sess.) $1.15 

EDUCATION BUREAU 


Note.—Such publications of this Bureau as are in print may be had gratuitously 
by addressing the Commissioner of Education. 


Education of colored race [in industry, with bibliographies of, 1, edu- 
cation of colored race; 2, negroes in America; 3, works by negro 
authors]; from report of commissio1 er, 1894. 1896. p. 1019-1061. 


GENERAL LAND OFFICE 


[Circular] F [to] registers and receivers [concerning conflict between 
railroad selections and preemption claims]. June 23, 1896. 1p. 


PATENT OFFICE 


NoTe.—The Patent Office publishes specifications and drawings of patents, both 
in single copies and monthly volumes, the former at 10c. and the latter at $10.00. 
The former are not enumerated in this catalogue. For certified copies of patents, 
including specification, drawing, certificate, and grant, the price is 85c. A variety 
of indexes, giving a complete view of the work of the office from 1790 to date, are 
published at prices ranging from 25c. to $10.00 per volume. The Rules of Practice 
and pamphlet Patent Laws are furnished free. The Patent Office issues coupon 
orders, ten for $1.00, each of which will be received for one specification and draw- 
ing or for one copy of the Official Gazette. They are good until used. Address 
Chief Clerk, Patent Office. 

Official Gazette, v. 75, no. 9-13; June 2-30, 1896. p. 1365-2200, il. 
[ Weekly. ] 10c single copy, $5.00 a yr 
Nore.—Contains the patents, trade-marks, designs, and labels issued each 


week ; also decisions of the Commissioner of Patents and of United States courts 
in patent cases. 
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Agriculture, Department of 


Notre.—Those publications of the Department of Agriculture which are for sale, 
except those of the Weather Bureau, will hereatter be supplied by the Superin. 
tendent of Documents, Union Building, Washington, D.C. The Department has 

_ no list to which all its publications are sent. It issues a monthly list of publica- 
tions, which is mailed to all applicants, enabling them to select such reports and 
bulletins as interest them. The serial publications of the Department are not 
intended for general distribution. Requests for them are referred to the divisions 
from which they are issued, and instructions are then sent as to how the publica- 
tions may be regularly secured. 

Alkali lands. Origin, value, and reclamation of alkali lands, by EK. W. 
Hilgard; from Yearbook, 1895. [1896.] p. 103-122, il. 1 pl. 

Atlanta Exposition. Work of Department as illustrated at Atlanta 
Expusition, by Robert E. Wait; from Yearbook, 1895. [1896.] p. 
503-22, il. 3 pl. 

Birds. Four common birds of farm and garden [cat-bird, mocking bird, 
brown thrasher, and house wren] by Sylvester D. Judd; from Year- 
book, 1895. [1896.] p. 405-418, il. 

— Meadow lark and Baltimore oriole, by F. E. L. Beal; from Yearbook, 
1895. [1896.] p. 419-430, il. 

Buttersubstitutes, by E. A. De Schweinitz; from Yearbook, 1895. [1896. ] 
p. 445-452. 

California. Climate, soil, characteristics, and irrigation methods of 
California, by Charles W. Irish; from Yearbook, 1895. [1896.] 
p. 475-486, il. 2 pl. 

Cattle. Special order modifying quarantine line for North Carolina, 

June 4, 1896. 1p. 

Same, Tennessee. June 5, 1896. 1p. 

Cheese. Manufacture and consumption of cheese, by Henry E. Alvord; 
from Yearbook, 1895. [1896.] p. 453-474, il. 

Forestry. Relation of forests to farms, by B. E. Fernow; from Year- 

book, 1895. [1896.] p. 333-340, il. 

Tree planting in western plains, by Charles A., Ketter; from Year- 

book, 1895. [1896.] p. 341-360. 

Frosts and freezes as affecting cultivated plants, by B. T. Galloway; 
from Yearbook, 1895. [1896.] p. 143-158, il. 

—— Two freezes of 1894-95 in Florida, and what they teach, by Herbert 
J. Webber; from Yearbook, 1895. [1896.] ‘p. 159-174, il. 1 pl. 

Grape. Principal insect enemies of the grape, by C. L. Marlatt [from 
Yearbook, 1895]. [1896.] p. 385-404, il. 

Grass gardens, by F. Lamson-Scribner; from Yearbook, 1895. [1896.] 

p. 301-308, il. 

Forage conditions of prairie region, by Jared G. Smith; from Year- 

book, 1895. [1896.] p. 309-824, il. 

Grasses of salt marshes, by F. Lamson-Scribner; from Yearbook, 1895. 
[1896.] p. 325-332, il. 

Greenhouse. Health of plants in greenhouses, by Bb. T. Galloway; from 
Yearbook, 1895. [1896.] p. 247-256, il. 

— Irrigation for garden and greenhouse, by L. R. Taft; from Yearbook, 
1895. [1896.] p. 233-246, il. 

Hemp culture, by Chas. Richards Dodge; from Yearbook, 1895. [1896.] 
p. 215-222. 

Humus in its relation to soil fertility, by Harry Snyder; from Yearbook, 
1895. [1896.] p. 131-142. 

Meat. Order postponing certification of export beef to Mar. 15, 1897. 
June 19, 1896. 1p. 
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Milk. Inefficiency of milk separators in removing bacteria, by Veranus 
A. Moore; from Yearbook, 1895, [1896.] p. 431-444, il. 

—— Same, [with] -Butter substitutes, by E. A. De Schweinitz, [and] 
Manutacture and consumption of cheese, by Henry E. Alvord; from 
Yearbook, 1895. 1896. iv, 431-474 pp. il. 

— Pasteurization and sterilization of milk, by E. A. De Schweinitz; 
from Yearbook, 1894. 1895 [reprint 1896]. iii, 831-356 pp. il. 

Oil-producing seeds, by Gilbert H. Hicks; from Yearbook, 1895. [1896.] 
p. 185-204, i]. 

Pea. Canadian field peas, by Thomas Shaw; from Yearbook, 1895. 
[1896.] p. 223-232, il. 

Pear. Cause and prevention of pear blight, by M. B. Waite; from Year- 
book, 1895. [1896.] p. 295-300. 

Pineapple industry in United States, by Herbert J. Webber; from Year- 
book, 1895. [1896.] p. 269-282, il. 1 pl. 

Pruning. Principles of pruning and care of wounds in woody plants, 
by Albert F. Woods; froin Yearbook, 1895, [1896.] p. 257-268, il. 

Roads. Cooperative road construction, by Roy Stone; from Yearbook, 
1895. [1896.] p. 487-492. 

Ruffin, Edmund. A pioneer in agricultural science [Edmund Ruffin], 
by W.P. Cutter; from Yearbook, 1895. [1896.] p. 493-502, il. 

Seeds. Testing seeds at home, by A.J. Pieters; from Yearbook, 1895. 
[1896.] p. 175-184, il. 

Shade-tree insect problem in eastern United States, by L.O. Howard; 
from Yearbook, 1895. [1896.] p. 361-384, il. 

Small-fruit culture for market, by William A. Taylor; from Yearbook, 
1895. [1896.] p. 283-294, 1 pl. 

Soil ferments important in agriculture, by H. W. Wiley; from Yearbook, 
1895. [1896.] p. 69-102, il. 

—— Reasons for cultivating soil; by Milton Whitney; from Yearbook, 
1895. [1896.] p. 123-130. 

South. Progress of southern agriculture; by Charles W. Dabney, jr. 
June 1, 1896. 12 pp. (Cire. 3.) 

Vegetables. Some additions to our vegetable dietary, by Frederick V. 
Coville; from Yearbook, 1895. [1896.] p. 205-214, il. 

Vivisection. [Circular urging that protests be made against bill for 
further prevention of cruelty to animals in District of Columbia. ] 
June 5, 1896. 3pp. (Cire. 4.) 

Weeds. Two hundred weeds, how to know them and how to kill them, 
by Lyster H. Dewey [from Yearbook, 1895]. [1896.] 21 pp. 

Yearbook, 1895. 1896. 656 pp. il. 10 pl. (House Doc. 380.) 5de 

Note.—Comprises the annual report of the Secretary ; 33 papers on agricultural 
topics, each of which has been reprinted separately and is catalogued above; and 
an appendix of statistical and other information. 


AGROSTOLOGY DIVISION 
‘ 
Alfalfa, or lucern; [by] Jared G. Smith. 1895 [reprint 1896]. 23 pp. il. 
(Farmers’ bull. 31.) 


ANIMAL INDUSTRY BUREAU 
Check list of animal parasites of ducks. May 14,1896. 7 pp. (Cire. 


13.) 
Hog cholera and swine plague; by D.E. Salmon. 1894 [reprint 1896]. 
16 pp. (Farmers’ bull. 24.) 
[Notice of passage of filled-cheese act.] June 10, 1896. 1 p.obl. 12° 
(8, D. D.) 
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BOTANY DIVISION 
Contributions from United States National Herbarium, v.3, No.8; June 
13, 1896. v, 463-536, iv pp. 3 pl. map. 10e 


Contents: 
Flora of Black Hills of South Dakota; by P. A. Rydberg. 


Report of chief, 1895 [from report of Secretary of Agriculture]. 1896. 
iii, 159-164 pp. 
Tumbling mustard, sisymbrium altissimum. June 5, 1896. & pp. il. 
(Cire. 7.) 
ENTOMOLOGY DIVISION 


Revision of nematine of North America, a subfamily of leaf-feeding ° 


hymenoptera of the family tenthredinidie ; by C. L. Marlatt. 1896, 
135 pp. il. 1 pl. (Technical ser. 3.) 10¢ 


EXPERIMENT STATIONS OFFICE. 
Barnyard manure; by W.H. Beal. 1894 [reprint 1896]. 32 pp.il. ([Pub- 


lication] 127; Farmers’ bull. 21. ) 
Cotton seed and its products. 1896 [reprint]. 16pp. ([Publication] 
161; Farmers’ bull. 36.) 

Experiment Station Record, v.7,no.8. 1896. v, 633-722 pp. ([{Publi- 
cation] 170.) 5e 
NoTe.—A serial publication containing a review of the work in agricultural 

science of the world and of the experiment stations of the United Ste ates in par- 
ticular. No.8 includes a special paper, Farmers’ institutes, by A. C. True and 
F. H. Hall 

Fertilizers for cotton; by J. M. McBryde. 1894 [reprint 1896]. 31 pp. 
({Publication] 114; Farmers’ bull. 14.) 

Foods, nutritive value and cost; by W.O. Atwater. 1894 [reprint 1896]. 
32 pp. il. ({Publication] 130; Farmers’ bull. 23. ) 

Forage plants for the South; by S. M. Tracy. 1894 [reprint 1896]. 
30 pp.il. ({Publication] 121; Farmers’ bull. 18.) 

Kafir corn, characteristics, culture, and uses; by C.C.Georgeson. 1896 
[reprint]. 12 pp.il. ({Publication] 166; Farmers’ bull. 37.) 

Potato culture; by J. F. Duggar. 1896 [reprint]. 24 pp.il. ([{Publica- 
tion] 160; Farmers’ bull. 35.) 

Silos and silage; [by] Charles S. Plumb. 1895 [reprint 1896]. 31 pp. il. 
({Publication] 150; Farmers’ bull. 32.) 

Sweet potatoes, culture and uses; by J. F. Duggar. 1895 [reprint 1896]. 
30 pp.il. ([Publication] 138; Farmers’ bull. 26.) 

Tobacco, instructions for its cultivation and curing; by John M. Estes. 
1892 [reprint 1896]. 8 pp. (Farmers’ bull. 6.) 


FOREIGN MARKETS SECTION 


World’s markets for American products; Norway. 1896. 68 pp. 1 il. 
(Bull. 7.) 5e 


ORNITHOLOGY AND MAMMALOGY DIVISION 


Synopsis of weasels of North America; by C. Hart Merriam. June 30, 
1896. 44 pp. il.6 pl. (North American fauna 11.) 10c 


PUBLICATIONS DIVISION 


Dietary studies at University of Tennessee [by Chas. E. Wait; press 
notice). June 2, 1896. 2pp. ({Publication] 190.) 

Limitations imposed upon Department publications by printing bill. 
June 30, 1896. lp. ([Publication] 194.) 
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Monthly list of publications [of Department of Agriculture], June, 1896. 
3 pp. ({Publication] 196.) 

Natural humidity of cotton-spinning regions [press notice of Weather 
Bureau bulletin 19]. June 13,1896. 1p. ([{Publication] 192.) 
Yearbook of Department of Agriculture, 1895 [press notice]. June 13, 

1896. 1p. nar. f° ([{Publication] 193.) 


ROAD INQUIRY OFFICE 


{Cireular letter asking cooperation in movement for better roads. } 
June 1, 1896. 1p. 

Darlington Road League. Origin and work of league. [Sept. 25, 1895, 
reprint 1896.] 6 pp. il. (Cire. 17.) 

Earth roads, hints on their construction and repair; compiled by Roy 
Stone. 1894 [reprint 1896]. 20 pp. il. (Bull. 8.) 5e 

Historical and technical papers on road building in United States; com- 
piled by Roy Stone. 1895 [reprint 1896]. 52 pp. il. (Bull. 17. de 

Information regarding roads, road materials, and freight rates north of 
the Ohio; furnished by railway companies. 1894 [reprint 1896]. 
30 pp. Tmaps. (Bull. 6.) 10¢ 

Macadamized roads. Methods of constructing macadamized roads, 
extract from report by chief engineering inspector of Local Govern- 
ment Board [of Great Britain]. June6,1896. 12pp. (Cire.21.) 5e 

School children. [Circular letter relative to securing cooperation of 
schools in plans for road improvement.] June 12, 1896. 1 p. 


—— Correspondence with Commissioner of Education [relative to 
securing cooperation of schools in plans for road improvement]. 
June 2 and 6, 1896. 1p. f° 

Wide tires, laws of certain states relating to their use, and other infor- 
mation; compiled by Roy Stone. 1895 [reprint 1896]. 16 pp. 
(Bull. 12.) ; de 

STATISTICS DIVISION 


Crop report for June, 1896. 4pp. (Newser. rp. 138.) [Monthly.] 5e 
Mannal of instructions to crop correspondents; by Henry A. Robinson. 
New edition revised. i896. 23 pp. 
VEGETABLE PHYSIOLOGY AND PATHOLOGY DIVISION 


Grape diseases on Pacific Coast. 1895 [reprint 1896]. 15 pp. il. (V.P. P. 


47; Farmers’ bull. 30.) 5e 
Peach growing for —. by Erwin F. Smith. 1895 [reprint 1896]. 24 
pp.il. (V.P.P. 48; Farmers’ bull. 33. ) de 


WEATHER BUREAU 


NoTEe.—For these publications application should be made to the Chief of the 
Weather Bureau. 


Circular of information relating to display of wind signals on Great 
Lakes. 1896. 18pp.1 pl. (W. B. 87.) 

Climate and Crop Bulletin 12-16, weeks ending June 1-29, 1896. 24x19in. 

Nore.—Formerly Weather Crop Bulletin; weekly Apr.-Oct., monthly remainder 

of year. Contains reports of temperature and rainfalls with ‘spe cial reference to 
their effect on crops. . 

Climate and Health, v. 2, no.2; summary of statistics for 4 weeks ended 
Feb. 29, 1896; edited by W. F. R. Phillips. p. 37-64, 6 pl. 4° (W. 
B.93.) [Monthly.] 10c single copy, $1.00 a yr 


Note.— Devoted to climatology and its relations to health and disease. 


(Cireular announcing discontinuance of climate and health with v. 2, no. 
3.] June 22, 1896. 1p. 4° 
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Monthly Weather Review [v. 23, no. 11] Nov. 1895; Cleveland Abbe, 
editor. 1896. p. 409-448,8 pl. 4° (W. B. 89.) 
10¢ single copy, $1.00 a yr 
Contents : 
Climate and crop service. 
Climatology of month. 
Great Lakes, Fluctuations of water level in; by Ossian Guthrie. 
Kite, Weather Bureau; by C. F. Marvin. 
Meteorological tables. 
Notes by editor. 
Pacific Slope, Weather types of north; by B.S. Pague. 


Same [no. 13] annual summary for 1895. 1896. vii, 489-501 pp. 5 pl. 
4- (W. B. 94.) 


Contents: 
Barometric pressure, Reduction of, to sea level; by Park Morrill. 
Climatic conditions. 
Meteorological tables. 
Snowfail. 
Title-page, contents, and index to v. 23. 

Same [v. 24, no. 1], Jan. 1896. p. 1-38, il. 4 pl. 4° (W. B. 95.) 

Contents: 
Climate and crop service. 
Climatology of month. 
Cloud observations and an improved nephoscope; by C. F. Marvin. 
Meteorological tables. 
Notes by editor. 

Studies of weather types and storms, pt. 2, no. 2-11. 1896. [26 pp.] 

21 pl.4° (W. B. 92.) 25e 

Contents: 
Barometric troughs of the plateau region; by H. A. Hazen. 
Cold waves on middle Gulf Coast; by E. B. Garriott. 
High areas north of St. Lawrence Valley, Oct.-Dec.; by E. B. Garriott. 
High areas of north Pacific Coast, Sept.-Nov.; by E. B. Garriott. 
Lows north of Idaho and Montana; by H. A. Hazen. 
Missouri, Weather forecasts in; by H. C. Frankenfield. 
Snowfalls, Heavy, in United States; by E. B. Garriott. 
Sun spots and weather; Connection between; by F. H. Bigelow. 
Texas, Storms in; by H. A. Hazen. 
Tropical storms of Gulf of Mexico and Atlantic Ocean in September; by E. B. 

Garriott. 


Weather map, June 1-30, 1896. 19x 24in. [Daily.] 


Courts of United States 
COURT OF CLAIMS 


Findings in case of Catherine B. Brown [heir of John B. Rutherford], 
Samuel Schoppert, Mary E. Ward, executrix [of Enoch G. Ward], 
H. M. Waugh, and John H. Woodford. June 11,1896. 5pp. (House 
Doc. 407.) 


Same, Mrs. Pamelia H. Chamberlain, administratrix of Jacob Crizer. 
June 4, 1896. 2pp. (House Doc. 399.) 


Same, James H, Jenkins, and Mary H. Bush, Rebecca B. Williams, and 
John Morrison. June 11, 1896. 3 pp. (House Doc. 408.) 

Same, W. T. Ratcliffe, administrator [of Mrs. Nancy Wells]. June 2, 
1896. 2pp. (House Doc. 397.) 


District of Columbia 


Annual report of commissioners, 1895, 1432 pp. 11 pl. 11 maps, 11 tab. 
(House Doe. 7.) 


Contents : 
General orders of commissioners. 
Reports of-- 

Assessment division, Special. 

Assessor. 
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Annual report of commissioners, 1895—Continue:. 


Contents—Continued. 
Reports of—Continued. 

Attorney. 

Auditor. 

Bathing beach. 

suildings inspector. 

Charities superintendent. (For list of institutions included, see catalogue for 
Dec. 1895, }. 88. In this list, for Young Men’s Christian Home, read Young 
Woman's Christian Home.) 

Commissioners. 

Coroner. 

Dental examiners. e 

Engineer ne 

Excise board. 

Fire department. 

Firewood inspectors. 

Flour inspectors. 

Harbor master. 

Health department. 

Lumber inspectors. 

Market masters. 

Police department. 

Property clerk. 

Schools. 

Street and alley cleaning department. 

Taxes collector. 

Telegraph and telephone service. 

Weights and measures sealer. 


Smithsonian Institution 
ETHNOLOGY BUREAU 


Aboriginal remains in Verde Valley, Ariz., by Cosmos Mindeleff; from 
13th annual report. 1896. p. 179-261, 27 il. 36 pl. 5 maps. 

13th annual report, 1892; by J. W. Powell, director. 1896. [i] + lix, 
462 pp. 330 il. 60 pl. and maps. . (House Doc. 266. ) $1.10 

Contents: 

Casa Grande ruin; by Cosmos Mindeleff. 
Omaha dwellings, furniture, and implements; by J. O. Dorsey. 
teport of director. 
Stone art; by Gerard Fowke. 
Textile art, Prehistoric, of eastern United States; by W. H. Holmes. 
Verde Valley, Ariz., Aboriginal remains in; by Cosmos Mindeleff. 
Zuni creation myths; by F. H. Cushing. 

Casa Grande ruin, by Cosmos Mindeleff; from 13th annual report. 1896. 
p. 289-319, 3 il. 10 pl. 

Omaha dwellings, furniture, and implements, by James Owen Dorsey; 
from 13th annual report. 1896. p. 263-288, 22 il. 

Outlines of Zuni creation myths, by Frank Hamilton Cushing; from 
13th annualreport. 1896. p. 321-447. 

Prehistoric textile art of eastern United States, by William Henry 
Holmes; from 13th annual report. 1896. p. 3-46, 28 il. 9 pl. 


Stone art, by Gerard Fowke; from 13th annual report. 1896. pp. 47-178,: 


250 il. 
NATIONAL MUSEUM 


Note.—The publications of the National Museum comprise bulletins, annual 
reports, and an annual volume of Proceedings. The editions of these are too 
limited to admit of general distribution. The separates from the Proceedings and 
from the reports may be odtained on application, until the supply is exhausted. 


Birds. Catalogue of collection of birds made by W. I.. Abbott in Kash- 
mir, Baltistan, and Ladak, with notes on some of the species, and 
description of a new species of cyanecula, by Charles W. Richmond; 

from Proceedings, v. 18. 1896. p. 451-503. (No. 1078.) 
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Birds. On birds collected by W. L. Abbott in Seychelles, Amirantes, 
Gloriosa, Assumption, Aldabra, and adjacent islands, with notes on 
habits, etc., by collector; by Robert Ridgway ; from Proceedings, v. 
18. 1896. p. 509-546. (No. 1079.) 

Hare. Preliminary description of new subgenus and 6 new species and 
subspecies of hares from Mexican border of United States, by Edgar 
A. Mearns; from Proceedings, v.18. 1896. p. 551-565. (No. 1081.) 

Plectroplites. Notes on plectroplites and hypoplectrodes, genera of 
serranoid fishes, by Theodore Gill; from Proceedings, v. 18. [1895.] 
p. 567-568. (No. 1082.) 

Procniatide. Characters of new American family of passerine birds, 
by Robert Ridgway; from Proceedings, v.18. [1896.] p. 449-450. 
(No. 1076.) 

—— Osteological and pterylographical characters of procniatide, by 
F. A. Lucas; from Proceedings, v.18. [1896.] p. 505-507, il. (No. 
1077.) 

Woodpecker. Descriptions of 2 new subspecies of downy woodpecker, 
dryobates pubescens Linnieus, by Harry C. Oberholser; from Pro- 
ceedings, v. 18. [1896.] p. 547-550. (No. 1080.) 


Various Bureaus 


CIVIL SERVICE COMMISSION 


Civil service act and revision of civil service rules; May 6, 1896. 
[Reprint.] 24 pp. 


FISH COMMISSION 


Note.—The Commission supplies gratuitously those of its publications which 
are in print. 
Letter recommending printing of pt. 2 of Senate Doc. 137, relating to 
condition of seal life on rookeries of Pribilof Islands; presented by 
Mr. Hale. June 5, 1896. 1p. (Senate Doc. 302.) 


Letter recommending printing of report of Leonhard Stejneger on Rus- 
sian fur seals; presented by Mr. Hale. June 5, 1896. 1p. (Senate 
Doc, 303.) 


GOVERNMENT PRINTING OFFICE 


DOCUMENTS OFFICE 


Catalogue of United States Public Documents, monthly, no. 17; May, 
1896. 79 pp. 


INTERSTATE COMMERCE COMMISSION 


NoTE.—The reports of the Commission are furnished gratuitously to those who 
apply for them. 


Jerome Hili Cotton Company v. Missouri, Kansas and Texas Railway 
Company; decided May 20, 1896; report and opinion of Commis- 
sion. 23 pp.. 


Proceedings of [8th annual] national convention of railroad commis- 
sioners, May 19 and 20, 1896. 137 pp. 


Papers included: 
arnings, railway, Influence of interstate commerce law on; by W. P. Clough. 
Electric railways, Report of committee on. 
Government control and regulation of railways; by J. W. Latta. 
Governmentownership, control, and regulation of railways, Report of committee on. 
— contests, railway, Report of committee on protection of public interests 
uring. 
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Proceedings of [8th annual] national convention of railroad commis- 

sioners, ete.—Continued. 
Papers included—Continued. 
Pooling of freights and division of earnings, Report of committee on. 
Railway corporations, railway rates, limitations to State’s control of rates, What 
are? by A. B. Stickney. 

Safety appliances; by Joseph Flory. 
State railroad commissions, List of. 

Report of committee on. 

Statistics, railway, Report of committee on. 

Taxes, Railroad; by J. H. Paddock. 

Uniform classification, Report of committee on. 





Unreasonable and unjust rates, undue and unreasonable prejudice and 
disadvantage, greater charges for shorter distance, Johnston Larimer 
Dry Goods Company r. Atchison, Topeka and Santa Fe Railroad 
Company et al.; decided May 12, 1896; report and opinion of Com- 
mission. 20 pp. 

Violation of 4th section, E. D. MeClelen et al. v. Southern Railway Com- 
pany, ete.; decided June 6, 1896; report and opinion of Commission. 
13 pp. 

LABOR DEPARTMENT 


Note.—The publications of this Department are distributed gratuitously to 
those who apply for them. ‘ 
3d annual report of commissioner, 1887; strikes and lockouts [Jan. 
1881-Dec. 1886]. 1888 [reprint 1896]. 1172 pp. 
Note.—A ppears in Congressional set as House Ex. Doe. 1, pt. 5, v.5, 50th Cong. 
Ist sess. F : 
4th same, 1888; working women in large cities. 1889 [reprint 1896]. 
631 pp. 
NorE.—A ppears in Congressional set as House Ex. Doe. 1, pt. 5, v. 6, 50th Cong. 
2d sess. 
5th same, 1889; railroad labor. 1890 [reprint 1896]. 888 pp. 
NoTE.—Appears in Congressional set as House Ex. Doc. 336, 51st Cong. Ist sess. 
10th same, 1894; strikes and lockouts [Jan. 1887-—June, 1894]. 1896. 
v. 1, p. 1-1373.: (House Doe. 339, v. 1.) 5c 
4th special report of commissioner; co:pulsory insurance in Germany, 
including appendix relating to other countries in Europe; prepared 
by John Graham Brooks. Revised ed. 1895 [reprint 1896]. 370 pp. 
Nore.—I1st edition appeared in Congressional set as Senate Ex. Doc. 66, 52d 
Cong. 2d sess. 
6th same; phosphate industry in United States. 1893 [reprint 1896]. 
145 pp. il. 12 pl. 
Notre.—This report does not appear in the Congressional set. 
8th same; housing of working people; by E.R. L. Gould. 1895 [reprint 
1896]. 461 pp. 132 pl. 60¢ 


Notre.—Appears in Congressional set as House Ex. Doc. 354, 53d Cong. 3d sess. 
SILVER COMMISSION, 1876 


Reports, reprint of Senate Report 703, 44th Congress, 2d session. 1896. 
208 pp. 


Sale of Documents 


Section 61 of the act providing for the public printing and binding 
and the distribution of public documents, approved January 12, 1895, 
provides as follows: 

“‘The Superintendent of Documents is hereby authorized to sell at cost 
any public document in his charge, the distribution of which is not 
herein specifically directed, said cost to be estimated by the Public 
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Printer and based upon printing from stereotyped plates; but only one 
copy of any docnnent shall be sold to the same person, excepting 
libraries or schools by which additional copies are desired for separate 
departments thereof, and Members of Congress; and whenever any offi- 
cer of the Government having in his charge documents published for 
sale shall desire to be relieved of the same, he is hereby authorized to 
turn them over to the Superintendent of Documents, who shall receive 
and sell them under the provisions of this section.” 

In accordance with the foregoing provisions, prices are fixed on the 
documents named in the Catalogue. Except as otherwise stated in the 
body of the Catalogue, these computed prices call for paper or cloth 
covers, and a corresponding increase will be made for books bound in 
leather or half leather. 

Remittances should be made by postal money order. Individual checks 
or postage stamps can not be received in payment for books. 

For documents not priced in this Catalogue, it is better to apply to the 
Bureau issuing them than to the Superintendent of Documents. 

All public documents, from whatever Department or Bureau they 
may be bought or procured, will be forwarded to the purchaser free of 
postage. 


NEW PUBLICATIONS 


Among the latest Government publications now on sale at the office of 
the Superintendent of Documents, Union Building, Washington, D. C., 
are the following: 


Agricultural Chemists, Proceedings of 12th annual convention. 
(Chemistry Div. Bull. 47.) 172 pp. paper. 10¢ 

Agricultural Colleges and Experiment Stations, Association of, 
Proceedings of 9th annual convention. (Exp. Sta. Office. 








Bull. 30.) 100 pp. paper. 10¢ 
American Historical Association, Annual report, 1894. xii, 602 pp. 
cloth. 65e 
Same. sheep. : $1.25 
American Republics, Handbook of, 1893. 604 pp. 31 pl. 5 maps. 
sheep. #1.20 
—— Handbooks. Honduras: Nicaragua: Salvador: Uruguay. 
paper. 80¢c 
Same. Honduras: Salvador: Peru: Uruguay: Haiti. sheep. 
$1.85 
— Same. Nicaragua: Santo Domingo: Laws of American Re- 
publics relating to immigration and sale of public lands: 
Paraguay: Bolivia. sheep. $1.85 
Armor for naval vessels, Prices of; investigation by Senate Com- 
mittee on Naval Affairs. 424 pp. paper. 25¢ 
Ariny Register, 1896. 365 pp. paper. 35¢ 
Botany of Yakutat Bay, Alaska. (Ag. Dept.) 33 pp. paper. de 
Bridges, timber-trestle, Economic designing of. (Forestry Div. 
Bull. 12.) 57 pp. paper. dC 
Cattle, Special report on diseases of, and on cattle feeding. (Ag. 
Dept.) 496 pp. 44 pl. cloth. 65¢ 
Chicago strike, Report on. liv, 681 pp. sheep. $1. 25 
Citrous fruits in Florida, Principal diseases of. (V.P. P. Div. 
Bull. 8.) 42 pp. il. 8 pl. (3 colored). paper. 10¢ 
Coast and Geodetic Survey, Report, 1894. pt. 1. xvi, 165 pp. 20 
maps, 4° cloth. $1, 00 
— Same. pt. 2. 615 pp. il. 9 pl. 1 tab. 5 maps, 4° cloth. $1.15 


Commerce and Navigation, 1895. (Statistics Bureau, Treas. Dept.) 
pt.1l,in2v. 4° cloth. $2. 05 
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Commercial Relations of United States, 1894 and 1895. (Statistics 


Bureau, State Dept.) 2v. cloth. each 50¢ 
Comptroller of Treasury, Decisions. yv.1. paper. 35¢ 
Consular Reports 183-189; Dec. 1895-June 1896. paper. each 15¢ 
Cripple Creek, Col., Geology and mining industries of. 203 pp. 

il. 13 pl. 2 maps. paper. 415¢ 
Dietary studies at University of Tennessee. (Exp. Sta. Office. 

Bull. 29.) 45 pp. paper. 5e 
Economic Entomologists’ Association, Proceedings of 7th meeting. 

(Entomology Div. Bull. 2, new ser.) 100 pp. paper. 10¢ 
Edueation Bureau, Report of Commissioner, 1893. v.1. cloth. 90¢ 
— Same. sheep. $1. 70 
— Same. v.2. cloth. 70¢ 
—Same. sheep. $1.40 
Ethnology Bureau, 13th annual report, 1892. lix, 462 pp. 330 il. 

60 pl.aud maps. cloth. $1.10 
Experiment Station Record, v.7, no. 5-8. paper. each 5e 
Exports declared for United States, for quarter ended Dee. 31, 1895. 

(Supp. to Consular Reports.) 57 pp. paper. de 


Farmers’ bulletins of Department of Agriculture, viz: ‘‘Altalfa, or 
lucern”; ‘ Cotton, fertilizers for”; ‘‘Farm drainage”; ‘Flax for 
seed and fiber”; ‘‘ Forage plants for the South”; ‘Fvoods, nutritive 
value and cost”: ‘‘Fowls, care and feeding”; ‘‘ Insecticides, im- 
portant”; ‘‘ Leguminous plants for green manuring and for feed- 
ing”; ‘‘Meats, composition and cooking”; ‘Onion culture”; 
“Peach growing for market”’; ‘‘ Peach yellows and peachrosette” ; 
i > con) ” ’ ] : ’ 
‘Peanuts, culture and uses”; ‘‘ Potato culture”; ‘‘ Potato diseases, 
some destructive”; ‘‘Souring of milk”; ‘‘Spraying for fruit dis- 

a ? > es pega 
eases”; ‘‘Sweet potatoes, culture and uses”; ‘‘ Weeds, and how to 
’ ’ ’ ’ 


kill them.” paper. euch 5¢ 
Finance and Commeree, Monthly Summary of, ser. 1895-96, no. 6-11. 4° 

paper. each 20¢ 
Fish Commission, Bulletin. v.15. xi, 475 pp. il. 91 pl. 2 maps. 

cloth. $1.25 
Flora of Black Hills of South Dakota. (Ag. Dept.) 83 pp. 3 pl. 

map. 10c 
Food materials, American, Chemical composition of. (Exp. Sta. 

Office. Bull. 28.) 47 pp.4 il. paper. 5c 
Foreign Relations of United States, 1895. pt.1. liv, 757pp. cloth. 55e 
Geological Survey, 2d annual report, 1881. cloth. 2.00 
— 3d same, 1882. cloth. 2.35 
—— 15th same, 1894. cloth. $1.70 


—— 16th same, 1895. pt.2; Papersof an economic character, [In- 
cluding Cripple Creek and Mercur district treatises, Public 
lands and their water supply, ete.] xix, 598 pp. 43 pl. and 


maps, 65 il. cloth. $1.25 
Honey bee, The. (Entomology Div. Bull. 1, new ser.) 118 pp. 

12 pl. 76 il. paper. 15e 
Horse, Diseases of the. (Ag. Dept.) 560 pp. 44 pl. cloth. 65¢ 
Housing of working people; 8th special report of Commissioner 

of Labor. 461 pp. 132 pl. cloth. G0c 
—— Same. sheep. $1.25 


Insects, Some Mexican and Japanese injurious, liable to be intro- 
duced into United States. (Entomology Div. Technical ser. 
4.) 56pp.6il. paper. 
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Interstate Commerce Commission, Report, 1895 [with appendixes, 
including report on Statisties of Railways, 1894, and prelimi- 
nary report on Income Account of Railways, 1895]. 301-+-677+ 





58 pp.12 pl.map. cloth. 85e 
Jack rabbits of United States. (Ag. Dept.) 84 pp. 4 pl.3 maps. 

paper. 10¢ 
Japanese competition, Representative Dingley’s report on. 10 pp. 

(House Rp. 2279, 54th Cong.) paper. de 
Madrid Columbian Exposition, 1892. Report of U. S. Commis- 

sioners. 411 pp. 40 pl. sheep. $1.45 
Marine-Hospital Service, Annual report of Supervising Surgeon- 

General, 1895. 477 pp. il. 71 pl. 2 maps. paper. 50e 
Merenr mining district, Utah, Economic geology of. 113 pp. il. 

7 pl. 3 maps. paper. 35¢ 
Military Academy, Report of Board of Visitors. 166 pp. 10¢ 
Military Engineering, Operations of International Congress, Chi- 

cago, 1893. sheep. $2.50 
Mineral Resources, calendar year 1894, pt. 3 of Report of Geological 

Survey, 1895; Metallic products. xv, 646 pp. 23 pl. $1.20 
—— Same, pt. 4of Report of Geological Survey, 1895; Nonmetallic 

products. xix, 735 pp.5 pl. map. $1.20 
Mint, 23d annual report of Director, 1895. 467 pp. cloth. 35C 
National Academy of Sciences, Memoirs. v. 7. 484 pp. il. 59 pl. 

(35 colored), 10 maps, 4° cloth. $3.00 
National Museum, Report, 1893. cloth. $1.15 

Same. sheep. $1.75 
Navigation Laws. cloth. 50e 
Navy Register, 1896. 25e 
Nematinz of North America. (Entomology Div. Tochnical ser. 3.) 

135 pp. 10 il. i pl. paper. 10¢ 
Official Register (Blue Book). Edition 1895. v.1. vi, 1228 pp. 4° $2.00 
— Same. v.2. vi, 1580 pp. 4° $2. 25 


Pacific railroads, Senator Gear’s report on bill to secure payment 
of indebtedness of, to United States; with views of Senator 
Morgan and testimony of C. P. Huntington. 10+298 pp. 


(Senate Rp. 778 and 778, pt. 2, 54th Cong.) paper. 20c 
Pan-American Medical Congress. 2-v. vii, 2250 pp. il. 204 pl. 2 

maps. cloth. $2.50 
— Same. sheep. $3.80 
Pension Decisions. v.7. sheep. $1.10 
Pomologist (Ag. Dept.), Annual report, 1894. 62 pp. 4 colored pl. 

paper. 15¢ 
Poultry, Investigations concerning infections diseases among. 

(Animal Industry Bureau. Bull.8.) 90 pp. 6 pl. paper. 15¢ 
Precious metals, Report upon production of, calendar year 1894. 

354 pp. cloth. 30c 
Public lands and their water supply. (Geol. Survey.) 77 pp. il. 

3 pl. 2 maps. paper. 25¢ 
Reciprocity and commercial treaties, Representative Hopkins’s 

report on. 643 pp. (House Rp. 2263, 54th Cong.) cloth. 45¢ 


Seal life in rookeries of Pribilof Islands and pelagic sealing, 
1893-95, Reports of Treasury agents on. 379 pp. (Senate 


Doc. 137, pt. 1, 54th Cong. Ist sess. ) 20¢ 
Smithsonian Institution, Annual report, 1893. xliv, 763 pp. 106 pl. 
sheep. $1.75 


Soils, Methods of mechanical analysis of. (A. 8. Div. Bull. 4.) 
24 pp. paper. 
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Statistical Abstract, 1895, no.18. (Statistics Bureau, Treas. Dept. ) 


xii,412 pp. paper. 25e 
Strikes and lockouts; 10th annual report of Commissioner of 
Labor, 1894. v.1,1373 pp. cloth. 95¢ 
Tapeworms of poultry. (Animal Industry Bureau Bull. 12). 88 
pp. 21 pl. 1 tab. paper. 15¢ 
Tariff acts passed from 1789 to 1895. 588 pp. cloth. 60c 
Timber. (Forestry Div. Bull.10.) 124 pp.12 pl. paper. 10¢ 
Treasury Department, Report of Secretary, 1895. cloth. 85e 
Weasels of North America, Synopsis of. (Ag. Dept.) 44 pp. il. 6 
pl. paper. 10¢ 
Weather Bureau, Work of, in connection with rivers of United 
States. (W.B. Bull.17.) 106 pp.2 pl. paper. 15¢ 
Weather Services, State, Association of, Report of 4th annual 
meeting. (W.B. Bull.18.) 55 pp. paper. 5c 


Wholesale prices, wages, and transportation; report by Mr. 

Aldrich. 4 v. (Senate Rp. 1394, 52d Cong. 2d sess.) sheep. 
each $1.10 

World’s markets for American products, Belgium. (Ag. Dept.) 
90 pp. paper. 5e 
— Same, Norway. 68 pp. paper. 5 

Yearbook of Department of Agriculture, 1894. 608 pp. il. 7 pl. 


cloth. 50c 
— Same. sheep. $1.10 
—— Same, 1895. 656 pp. 134i]. 10 pl. cloth. 55e 
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